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WASHINGTON. 


The Post Office Appropriation 
Bill Finally Passed. 


Motion to Quash the Star Route 
Indictments Argued. 


C halm ers O u sted from H is S ea t in 


th e H o u se - In G en era l. 


W a sh in g to n. A pril 30.—The post office appro­ 
priation hill has a t last passed both houses of 
Congress, and will be approved th is week. 
Sat­ 
urday the Senate agreed to the report of the con­ 
ference ciunilttee, and Saturday afternoon the 
House concurred in the report. The delay has been 
caused by a failure of the two houses to agree upon 
the Item m aking an appropriation to r special mall 
facilities on tru n k lines. The H ouse originally 
granted $600,000 for this purpose and the Senate 
increased the appropriation to $060,000, also pro­ 
viding for a ratable distribution of the money 
am ong different cities. 
As finally agreed to the 
bill appropriates $000,000 and Invests the post­ 
m aster-general w ith discretionary power to use 
the fund. There was a short debate in the House 
when the conference report was- presented. 
Mr. 
Springer spoke against Its adoption, and the 
D em ocrats generally voted ag ain st It. 
Some 
little difficulty was "experienced in securing a 
quorum , but the rep o rt was finally agreed to w ith­ 
out a call of th e ayes aud noes. 


T H E SII A W B O M I C A SES. 


T h e M o tio n , to Q u a.h by D efence A rgued 
B e fo re .lo d g e W ylie. 
W a s h in g t o n, A pril 29. —Id the Crim inal Court 
Saturday Ju d g e W ylie heard argum ents in th e rn > 
tior.s to quash proceedings In the S tar route cases. 
In the A rm strong case the m otion is based on the 
sam e ground w hich the ju d g e allowed in abate­ 
m ent in the Rerdell case, 
Boone is charged, in 
addition to o th er things, w ith subornation of 
perjury, and th e defence alleges th a t the indict­ 
m ent was found by the grand ju ry un d er sections 
6392-93, Rey i-ed S tatu tes of th e U nited States, 
and section 240 of th e supplem ent of the Revised 
S tatutes. The defence claim s th a t section 1166 
of the d istric t code provides for th e punishm ent 
of perjury, aud th a t it is radically different from 
th e general law. 
They then quote section 1296 
of the d istric t code, and claim th a t it specifically 
decides th a t the d istrict codo m ust prevail In 
cases of conflict. 
The m otion in th e A rm strong 
case was first called up, and Mr. K err explained 
that, while she had signed con tracts w ith her 
initials only, tne case was perhaps sim ilar to 
Rerdeil’s. ju d g e 
Wylie 
then 
quashed 
the 
two 
indictm ents 
'against 
Miss 
A rm strong 
ti non the ground of m isnom er, the prosecution 
giving notice of th e ir inten tio n to rein d ict 
ber. 
Mr. 
H ounshell. or counsel 
for 
Boone, 
then brought up th e m otions to quash in hia cli­ 
en t’s case. 
He said lie was only prepared today 
to argue the m otion based on the im proper con­ 
duct of the grand jury, bu t there w ere other m at­ 
ters pending. ju d g e W ylie said lie had already 
disposed of th e grand jury question, and th a t he 
could not en tertain a m otion to investigate the 
alleged m isconduct of the grand jury, 
A sh e 
had said before, lr the defence could Im peach the 
com position of the jury, he would consider th at 
m otion, and no t otherw ise. 
They could not know 
of 
w hat 
occurred 
in 
the 
ju ry 
room, 
and 
this 
m otion 
he would therefore over­ 
rule. 
Mr. 
H ounshell 
said 
lie 
would 
like to call the grand ju ry as w itnesses, to which 
th e court consented, conditionally, on the prose­ 
cution m aking no objection. 
Mr. M errick replied 
th a t the grand ju ry was an essential p art of the 
co u rt itself, and lie was w illing th a t the court 
should go in to the fullest investigation of its jury 
if it desired. Taking the m otion in the perjury 
case, Mr. H ounshell proceeded to argue a t length 
upon his m otion, his rem arks being devoted 
principally to an elaboration of tho synopsis 
above given. 


IN V E N E R A E . 


T h e L r n e h - C h iilm rri C o n te .t S e ttle d b r th e 
S e i n i n g o f E v n c h . 
W a s h in g t o n , A pril 30.—The R epublicans have 
a t last succeeded in ousting Chalm ers of M issis­ 
sippi ann p u ttin g Lynch in His place. The resolu­ 
tion declaring Lynch en titled to th e seat was 
adopted by a vote of 125 to 83, q u ite a num ber of 
the D em ocrats dodging. It was ap p aren t weeks ago 
th a t the solid vote of 
the 
m ajority would 
be cast against Chalm ers. 
The sam e tactics 
will be repeated when the case ot M ickey vs. 
O 'C onnor is presented. 
O’Connor died a fte r the 
election, and Sam uel D ibble was chosen by a 
large m ajority to nil his place, no Republican 
candidate opposing bis election. 
Mackev, how­ 
ever, had filed uotice of contest before O’Connor 
died, and the m ajority of the elections com m ittee 
has decided th a t he was legally elected. 
Before 
any of the other contested election cases are con­ 
sidered, the tariff com m ission bill will be dis­ 
posed of. 
It is th o u g h t a vote will be reached on 
th is m easure by Thursday next. 
T ry in g So Find O ut W h a t B l a i n e M e a n . . 
The N ational R epublican published Saturday an 
editorial on B laiue’s tesym ony, w hich concludes 
as follows: “ W hat does Mr. Blaine m ean? Does 
he mean th a t he did not suppose the President 
■would not act contrary to his request or advice? 
H e 
can 
have 
no 
other 
ground 
for 
his 
coarse and suggestive, and yet hesitating and nig­ 
gardly, half tru th . 
If he m eans to charge th at 
th e P resident m ade a prom ise aud 
broke it, 
th en we say lie calum niates the President. 
If he 
m eans to have th e public believe th a t he accuses 
th e P resident of perfidy, 
while 
he 
shields 
him self 
behind 
chosen 
words 
which 
may 
menu th at, or 
which 
may 
be 
inoffensive, 
according as they are construed, then when his 
purpose is discovered he will know w hat it is to 
be the object of public scorn and contem pt, and 
th is will not lie dim inished bv the fact th a t Mr. 
Blaine, bv publishing w hat suited ills purposes, 
m ade necessary tim publication of im portant 
m atters, the public know ledge of which so vexes 
his soul.” 
T ro o p , to F ig h t th e In d lu n .. 
The President, secretary of w ar and ad ju tan t- 
general Held a conference on S aturday afternoon 
regarding the Indian troubles. 
They reviewed 
th e situ atio n ,and telegraphed W est, ordering two 
additional regim ents 
of in fan try and one of 
cavalry into Hie section w here tile depredations 
are, occurring. 
McDowell instructed vigorous 
m easures to quell the outnreak and punish the 
offenders. The despatches were perem ptory, and 
it is believed the additional force will tie sufficient 
to prom ptly suppress the disorder. The W ar De- 
I 
iartnient is of the opinion th a t G eneral F orsythe 
las followed the Indians across th e border into 
M exico. The border troops are now in the dis­ 
tu rb ed sections. 
An Im p o rta n t B ond C a .. D ecided. 
The U nited States Suprem e C ourt has ju s t de 
elded a case of some im portance in New England. 
It was th e case of the city of O ttaw a against the 
N ational B ank of Portsm outh, N\ H., which re­ 
lated to bonds Issued by th a t city to VV’. IL Cush­ 
ing or bearer. The bond was raised by a loan. Tho 
judicial decisions of Illinois were th a t the bank 
could not sue in its own nam e, because the bond 
had never been indorsed or assigned in the first 
in stan ce by the nam e of the payee. 
The court 
held th a t th e e x te n t of the rig h t acquired by the 
p u rch aser of tho bond was determ ined bv the 
law of New Y ork State, w here the bonds were 
m ade payable. 
T h a t 8 1 0 0 ,0 0 0 A w ard S et Aside. 
In settin g aside the $100,000 aw ard in th e KH- 
bourn-Tbom pson case, for false im prisonm ent 
during th e ring trials, Ju d g e M cA rthur said 
It seemed the ju ry did no t heed instructions. 
They were told th a t it was not a case tor exem p­ 
lary dam ages, and th a t public considerations 
Should not en ter Into the verdict. 
He thought the 
ju ry was sym pathetic and could trace th eir actiou 
to the powerful appeal made to them . 
W ith the 
highest possible appreciation or the plaintiff he 
th o u g h t th a t the jury had gone fa r beyond w hat 
he was entitled to, aud therefore th e aw ard is set 
Aside. 
B i l l f o r t h e R e l i e f o f S h ip p in g . 
A bill has been reported favorably from the 
-commerce com m ittee for th e relief of shipping. 
I t regulates the charge to r m easuring vessels ac­ 
co rd in g to tonuage, and provides th a t no cbarge 
sh a ll be m ade for certificates of enrolm ent or cer­ 
tify in g m anifests, nor for en terin g or clearing 
vessels engaged in trad e w ith the D om inion of 
Canada. 
No vessel engaged in com m erce with 
C anada is to be su b ject to tonnage tax or duty, 
an d the assessm ent of forty cents a m onth is uot, 
u n d er th is m easure, to he collected from the mas- 
r o r owners of vessels engaged exclusively in 
e coasting trad e or fishing. 


A R u m o r o f G u i t e a u ’s S u ic id e . 
G reat excitem ent haB prevailed here over a 
ru m o r th a t G uiteau had com m itted, suicide a t th e 
Jail. Investigation proved th a t C. R. W ilson, ar­ 
rested for forgerv, F ebruary 4, attem pted suicide 
toy hanging him self w ith his suspenders, b u t was 
cutd o w n , and finally regained consciousness. Au 
officer called a t tile jail, and identified bim 
as having com m itted a m urder in New Jersey 
rom e tim e ago, which is supposed to have been 
tho Im m ediate cause of th e "act. 
T h e M iss is s ip p i R i v e r R i l l P a s se d . 
Tho bill for the im provem ent of the M ississippi 
w as abruptly passed. The various am endm ents 
fearing been w ithdraw n* w hich left th e original 


appropriation of $0,000,000. Mr. H oar expressed 
his w illingness to vot>- for larger sum s hereafter 
should this prove efficient iu checking inunda­ 
tions. 
M o rm o n D eafens U p o n th e U ta h C om m is­ 
sion. 
W a s h in g to n , A pril 30.—Ex-D elegate Cannon 
of U tah is still here. 
He considers th a t his rejec­ 
tion by the House Is a gross violation of the 
law. 
So does Chalm ers. 
Lannon expects to re- 
rernain here until the P resident appoints the 
com m issioners who, practically, will 
have the 
control or Utah affairs under the anti-polygam y 
bill. 
The 
Prestd n t 
will 
not 
m ake 
his 
selections 
until 
the 
supplem entary 
bill 
passes 
giving 
the 
com m issioners 
more 
salary. 
It (i r s already been discovered th a t com­ 
peten t m en cannot be found who are w illing to 
accept the great responsibility of the place for 
the salary nam ed in the law. 
It is expected th a t 
the salary bill will be passed w ithout any con­ 
siderable objections. 
Tne M ormons have not 
abandoned 
hope of 
securing 
representation 
upon th a t 
com m ission, 
and 
have 
selected 
ex-l>elegste 
Hooper, 
who is not 
a practical 
polygam ist, as th e ir candidate. 
It is thought 
very p/ubahie th a t Hooper will be the candidate 
of th e Mormon church for the deb gate In Con­ 
gress, as be represents tile Mormon faith w ithout 
being ineligible under the law. There is some 
reason to th in k th a t ex-Secretarv Kirkw ood will 
accept the position of one of the com m issioners, 
if the increase ot salary is voted. 
C oncerning the K ilb o u rn e Case. 
Now th a t the K ilbourne verdict has been set 
aside it is ascertained th a t there would have been 
strong opposition in Congress to m aking good to 
ex-Sergeant-m -A rm s 
Thom pson 
the $100,000 
dam ages aw arded. 
I t is reported th a t judicial 
know ledge of th is fact prom pted the settin g aside 
of the verdict, though it is pretty well understood 
th a t the court would have sustained an aw ard of 
about $40,000, for the sake of teaching Congress 
to bo m ore careful hereafter. 
T he S ta te of the C urrency. 
The com ptroller of the currency furnishes a 
statem en t of outstan d in g national bauk notes, 
show ing an increase ot *8,600,978 since May 14, 
1881. There bas been a decrease In the deposits 
of legal tender Dotes since May I , 1881, of 
$3,025,022. 
C a p ita l N o tes. 
A stro n g delegation of S outherners Is bere 
urging the appointm ent of Ju d g e Settle or N ortb 
C arolina to tile bench of th e C ourt of Claims. 
The com m ittee appointed 
to investigate the 
stationery division of the T reasury D epartm ent 
has reported the m anagem ent honest in every re­ 
spect. 
P riv ate advices state th a t although Ben Hill 
bas gone to the H ot Springs, Ark., in com pany 
w ith a surgeon, th a t no hopes are en tertain ed of 
hia recovery. 
G eneral Floyd K ine, who has been recognized 
as head of tile M ississippi flood relief m ovem ent 
in the House, will try 
and 
get th e Senate 
$6,Out),OOO bill through on a suspension of the 
rules. 


I R E L A N D ’8 O U T L O O K . 


M. D. C onw ay P red icts a L e g isla tu re In 
D ul.lin B efo re the T e a r Is O ut. 
The old saying th a t the d ark est bour is ju st 
before day, 
w rites 
M. 
D. Conway from 
Lon­ 
don to tile C incinnati C om m ercial, will, in all 
probability, prov ■ tru e 
i i i the case of Ireland. 
Mr. G ladstone’s dark, or rath er black, picture 
of the social revolution, superadded to the politic 
cal, in Ireland, which P arliam ent was given to 
ponder during the holidays, 
m eans a claim 
for 
m oral 
indem nity 
for 
a 
policy 
about 
to be renounced. There will 
be a new de­ 
p artu re. 
The 
w holesale 
im prisonm ent 
ol 
Land League ag itato rs has b eer the means 
of liberating the really dangerous roughs of 
Ireland — the 
R iband men. 
These are gen­ 
erally 
the 
sons 
or 
near 
descendants 
of 
evicted farm ers who have gradually gone dowu 
and are now laborers or paupers. They are a 
sullen set, who harbor a 
perpetual vendetta 
agaiust all landlords and those who com prom ise 
w ith landlords. The horrible outrages, such as 
the m urder of Mrs. dtuytl), are the work of these 
desperate Riband men. lite Land Leaguers alone 
suppressed the deadly recklessness of these un- 
theoretical, rude, and real N ihilists. 
The govern­ 
m ent will have to re treat from its coercion im­ 
policy as gracefully as it can. I t Is doubtful 
w hether it eau do so w ithout falling, At any rate 
the situation now is th a t both parties—lo rie s and 
L iberals—are bidding for Ireland, and for accept­ 
ance by the Irish m em bers of th eir respective 
m edicines Tor the troubles of th a t country. The 
Tory bld is to apply to Ireland the fam iliar plan 
by which some lam bies pay for pianos, etc., pay­ 
ing an instalm ent on tile article every year until 
a t last it becomes theirs. 
H ie landlords derive 
so little advantage from th eir property now th a t 
it is rightly assum ed they will cheerfully accept 
alm ost any rouud sum for it. The governm ent is 
to buy up the land a t a low rate, lease it to Irish 
teuauts a t a low rate, and when the cap ital so in­ 
vested from English pockets is repaid by instal­ 
m ents (in, say, forty years) the land becomes the 
property of the leaseholder. 
I was inform ed last 
night by an em inent Irish M. P. (Home Ruler) 
th a t the Land Leaguers now in prison would 
consent to and 
co-operate 
w ith this plan, 
which, for the rest, involves th e ir release, and 
transform ation into the guardians of order in 
Ireland. 
B ut Mr. G ladstone is com pelled to 
tru m p th is Tory card if he can. 
It can only he 
done by offering the Irish some kind of home 
rule. 
The fundam ental principle of th e Irish 
leaders is th a t enunciated bv G rattan : 
“The 
Channel forbids union, the A tlantic forbids dis­ 
union.” They are suspected of aim ing a t State- 
sovereignty; they insist th a t they desire only 
S tate governm ent, such as every A m erican State 
enjoys under a federal union. 
As this com peti­ 
tion of bids from Tory and Liberal advances, the 
Irish m em bers are well pleased; they expect to 
get bott), and there is now every likelihood th a t 
they will. 
It is not im probable th a t th ere will be 
a legislature in D ublin bel ore the year is out. 


A F O R T U N A T E A C C I D E N T . 


A a T asnceesaful A tte m p t o f G irls to E s­ 
cape groin a R e fo rm a to ry Hom e, 
New York, A pril 30.—A fo rtu n ate accident 
Monday n ig h t fru strated the attem p t of five girls 
to escape from the N ew ark city home, a t Verona, 
in the O range m ountains, near Newark. The home 
is an in stitution for the reform ation of vicious 
boys and girls of N ewark, who are com m itted by 
the notice m agistrate on application of the pa­ 
rents. 
D uring th e visits to the hom e by a telltale 
friend ot one of the older girls, a plan of escape 
was 
arranged, 
and 
five 
girls, whoso ages 
ranged from 
IQ 
to 18 years, entered into 
tile 
plot. 
I t 
Is 
suspected th a t 
encourage­ 
m ent and 
prom ises 
of money 
were 
given 
by 
a 
notorious 
woman. 
Some 
tim e after 
m idnight, Sunday night, tne five girls whose dor­ 
m itory is on the th ird floor, knotted sheets to­ 
gether and attem pted to descend. The first girl 
had only clim oed balf-wav down when a second 
girl ventured on the rope. 
H er added weight 
broke it, and both girls fell to the ground. Their 
cries alarm ed the inm ates, and the superintendent 
m aking an investigation, discovered them lying 
helpless on the ground, one w ith her leg broken 
and the other w ith a fractu red hip. They con­ 
fessed th a t it had been arranged for them to stay 
In N ewark until the search for them was over, 
and then go to a place in New York. 


D E A D L Y M E S S A G E S . 


W h at Cam e im th e M all fo r V u ad erb llt a id 
Cyril* VV. Field. 
N ew Y ork. A pril 29.—Two infernal m achines 
were discovered in th e U nited S tates m ail bags 
late th is evening. They were addressed to Cyrus 
W. Field and VV. H. V anderbilt. One exploded in 
the bag on the elevated road w ith a loud report, 
discoloring the m ail m atter and scorching the 
leather pouch. They were held in pasteboard 
boxes, aud were made of can ister pow der, w ith 
electric attachm ents. There is no d u o to the 
perpetrators. 
___________________ 


F rozen M ountain* in M id-Ocean. 
[New York Sun.I 
Speaking of the experience of the steam ship 
C raigallion, which .irrived from Glasgow recently 
a fter an elgbteen-davs’ passage, the m ate said: 
“ The rapidity of the change from a sw eltering 
sum m er’s heat to an A rctic frost caused no little 
am azem ent. 
‘Icebergs on the starboard bow,’ 
haileu by the lookout, followed by reports of 
others being seen, explained the m ystery. 
R ight 
in the track of vessels were seen m onstrous m oun­ 
tains of ice, some of them pure w hite, others per­ 
ceptibly m arked by strong veins of blue. 
They 
were of various sizes, and, with the field ice, ex­ 
tended many miles. The sea broke against them , 
forcing to rren ts of spray up th eir sides. 
The suu 
had m elted the upper p arts ol m any of them into 
th e m ost fanciful shapes, resem bling crags, cliffs 
and castles. Stream s of w ater In picturesque can. 
cades were flowing down into Hid sea. 
The iiuge 
m asses seem ed to be m oving slowly to tile south­ 
east. 
H ie vessel passed near enough to several 
of them to distinguish plainly the noise ot the 
waves as they broke agaiust the rugged sides of 
the bergs.” 
_____________________ 


A M ysterious E xplosion In rn N ew Y o rk 
V estibule. 
N ew Y ork, A pril 30.—L ast n ig h t some un­ 
know n person left a cigar-box filled w ith explo­ 
sives iii the vestibule of 319 E ast N ineteenth 
street, and about IO o’clock th ere was a loud ex­ 
plosion; a t th e sam e tim e flame rose several ieet 
to the ceiling. 
A ssistance was prom ptly on hand, 
and the flames were extinguished. 
It is believed 
it was the work of Socialists, who th o u g h t they 
had pu t the box in S uperintendent W alling’s 
bouse. 
W ailing resides a t No. 311 on the sam e 
street. The police are w orking on the clew, and 
ex p ect to m ake some arrests. 


W om an's T re a c h e ry . 
B r o w n s v i lle , Tex., April 
30.—A t C&laya, 
M exico. F riday, V alentine 
M ancera, a noted 
b andit, was enticed in to the tow n by a num ber 
of loose women. 
He was then gorrouiuiad b r 
soldiers and riddled w ith bullets. 


CHECK-RAISERS RAIDED. 


Themselves and Their 
T00I3 
Taken Into Custody. 


A Gang of Criminals Broken Up 
in New York City. 


T he L ea d er an O ld S c h o o l-F e llo w o f 
C olonel M a p leso n . 


New Yo r k, A pril 28.—Edw ard C roft Ryland, 
aged 54; his reputed wife, Elsie, aged 25, and 
Charles Craw ford, alias Palm er, w ere arrested 
early yesterday m orning at No. 13 V arick place. 
L H er the officers, at No. 42 W atts street, arrested 
W. B. W oodm an, an accom plice of the other 
prisoners, who were identified in a schem e to ut­ 
te r forged checks and raise th e am ount of genu­ 
ine ones. Tne principals in the hand are the 
H ylands, who are pronounced Cockneys. 
The 
usual plan was for the woman to go to a trades­ 
man who bad a bank account, a tte r banking 
hours, ana pretend th a t she had a relative in 
financial distress in some other city, and th a t she 
was desirous of sending a sm all am ount bv mall. 
She 
usually 
succeeded 
in 
obtaining 
the 
trad esm an ’s 
check 
in 
exchange 
for 
her 
money. Then ber husband, w ith chem icals and 
inks, changed the am ount to a larger one, and 
C raw ford or W oodman w ent to the bank and 
cashed th e check. 
Iii this way on the 20tb I' st. 
they robbed G. S. Duncau, grocer, of No. 1525 
Third avenue, of $159 50, on ach eck for $0, which 
ne gave the woman on the representation th a t her 
m other in P hiladelphia had urg en t need of the 
money. The check was “ raised ” to $105 60. 
A 
check of Sheridan B rothers. 290 E ighth avenue, 
was altered from $5 to $26. 
A fter sw indling 
Sheiidan, one of the band w ent to his bank—the 
S ixth N ational—aud obtained a check-book. Tills 
was on the 5th of A ugust la^t, and on the lith, on 
a forged check made by R yland, drew $75 from 
th e account of Sheridan Brothers. 
W hen the ar­ 
rests were m ade detective* seized at R yland’* 
chem ical preparations for erasing ink, many inks 
or different colors, checks on several banks aud a 
num ber of letters. 
The letters com prom ised 
I be M em bers of the G ang, 
as they contained num erous and business-like 
references to th eir nefarious transactions, and 
showed th a t they bad operated in “ raised" and 
forged checks In Philadelphia, W ashington and 
New York. There was also evidence th a t the woman 
pretended to be a new spaper correspondent, and 
as such sought an interview at the St. Jam es Hotel 
with Senator Jones of Nevada, aud m asqueraded 
as a literary person, as there w ere a num ber of 
m anuscript poem s and sketches of theatrical 
plots am ong lier papers, but her style betrayed 
her incom petency. 
The prisoners were rem anded 
a t the Tom bs Police Court, to Vie arraigned there 
today. 
Edw ard C roft Ryland cam e to A m erica 
eight 
years 
ago. 
It 
is 
asserted 
th a t he 
left England a fter 
he 
had 
served a term 
of Im prisonm ent for 
forgery. 
F or 
a 
year 
be 
led 
a 
precarious 
existence, 
and 
was 
arrested In Brooklyn for breaking open a letter­ 
box. 
For th is offence he served tw o years Iii 
prisnu. 
Shortly a fter his release he attem pted to 
cash a forged check for $500 s t the Second Na­ 
tional bauk, was convicted, amt bad served two 
years of a sentence of five yenrs in State prison 
When he obtained an order for a new trial. 
He 
was brought to New York, bailed, and escaped 
fu rth er 
punishm ent. 
F or 
several years lie 
has lived w ithin 
a stone’s throw of police 
headquarters. 
He said he was em ployed In a con­ 
fidential capacity by the 
B radstreet company. 
C raw ford, alias Palm er, is the com panion in crim e 
of Charles Fisher, alias Palm er, alius H erm an, who 
was arrested in New York for forgery in 1878, 
and who recently betrayed Ills confederates, Bush, 
Aiiiler and Law rence, at Chicago. 
Ryland was 
th eir confederate, and C raw ford aud Ryland 
when they were arrested w ere p lo ttin g a grand 
coup, F isher having given C raw ford 
B u n k Cheek* on C alg ate Ar Co., 
the New Y ork bankers, to w hich he bad govern­ 
m ent stam ps p rinted at the G raphic establish­ 
m ent. Of the antecedents of W oodman th e police 
know little, b u t be proves his association w ith 
Ryland aud bis com plicity iu his crim es in bis 
letter, and be cashed the “ raised” checks of G. 8, 
D uncan on th e N orth R iver Bank. 
A fter tile 
man Ryland had been looked up, the attention of 
the detectives was directed to tne following ad­ 
vertisem ent, published on Sunday: 
I 
N CHANCERY, ENGLAND.—Charlotte 
H arriet 
Croft Ryland, or heirs, legatees of will of Thomas 
Fullerton Warren, are entitled to ITH. 125 l l shil­ 
lings 3 pence. Address Henry M. Walker, No. 310 
Broadway, New York. 
Ryland, when asked if be was related to tho 
C 
arson of th a t nam e if* the advertisem ent, said 
e had a sister. C harlotte H arriet C roft Ryland, 
and bad taken steps to secure the legacy, if 
en titled to it. 
H>< bad not any definite knowl­ 
edge of Thom as Fullerton W arren, bu t believed 
tile money to have been 
obtained 
by Hie 
sale of 
W est 
Indian property. 
He bad not 
beard of bls sister C harlotte for tw enty years, 
and bellevtd her dead, 
h e visited Mr. W alker, 
but closed negotiations when tli.it gentlem an 
nam ed $22,000 as his term s to r securing tile 
legacy, aud w ent to eX-.State Senator Luke F. 
Cozens, who has the m atter tinder consideration. 
As a proof of bis good fait ii in the m atter Ryland 
exnibited tile following affidavit from Colonel J. 
H. M apleson, w ith whom he (Ryland) said ha 
w ent to school In E ngland: 
“Recognition. 
Edward Croft Ryland by James 
Henry Mapleson, of the Academy of Music, Now 
York City, city and county of New York. James 
Henry Mapleson. of the city and county of New York 
doth depose urn! say: I have known Mr. Edward 
Croft Ryland, late of London. Fug., and now residing 
In New York City, for several years. He is tile son of 
Mary Ann Ry land, deceased, late of Newington. Bur­ 
row Eng., and brother of Charlotte Harriet Croft 
Ryland. 
J. H. Ma Pl. ESON. 
sworn before me, this 24th day of April 
1882 
Wolfgang Kuffner, notary public, city and county of 
New York. 


H E K O I O T R E A T M E N T . 


A N ew M a y of W a rd lsg O ff th e D esire 
fo r L iq u o r—-A 
J o u rn a lis t's R eelp e fo r 
lie a d s rh e y Cong re** aa en. 
A congressm an w ith a headache, says George 
H. 
B utler in one of his racy New York letters to 
the W ashington C apital, w rites me all th e way 
from W ashington to know -if th ere exists any 
subtle d rug which will destroy, or even tide over 
for a tim e, the craving for stim ulant. No, there 
is none know n to otir pharm acy; alcohol is the 
boss drug. B ut I can tell the sick statesm an w hat 
I once took tor it—and I bad a tliousand-borse 
pow er attack of the sam e ailm ent, w hich is 
variously estim ated as an evidence of genius 
or of a tendency to crim e, as the critic feels to­ 
w ards tho lady or gentlem an discussed. Ladies 
do get drunk som etim es, b u t It is probably from 
the m ysterious yearnings of m aternity or sym­ 
pathy for a tipsy lover. 
W hen my attack cam e 
on it was in W ashington. 
I felt, as I walked up 
F ourteenth street to dinner th a t I had a depraved 
appetite of some sort struggling w ithin me—I 
didn’t know w hat, but I bad no healthy desire 
for honest roast beef, F rench peas, celery salad, 
rum om elette and black coffee. 
Although I was 
in W ashington, I knew it couldn’t be a desire to 
steal anything, for I had everything I w anted in 
my pocket or w ithin easy reach. 
It suddenly 
flashed across me th at I w anted to get drunk, 
ft 
w onldn’t. do to eive way to it, for I had vast in­ 
terests entrusted to my care, and churches aud 
Dashaway societies were pointing to me w ith 
laudable pride as an exam ple of w hat prayer, 
persuasion and persistence will do for a m an. I 
am rath er sudden in my resolves and ab ru p t In 
th eir execution. I saw my way out of it. T hat 
depraved appetite had to be satisfied somehow. 
I stopped in T ibbetts’ palace m arket and bought 
four robins—not a bad su b stitu te for reed birds, 
and the robins are none the worse for living on 
nice little buds and daisy seeds, instead of nasty 
worms. 
The>e birds, which had caroled their 
last carol th e day before—unless T ibbetts lied—I 
carried over to John C ham berlin's fam ous res­ 
tau ran t, which Is an honor to your city, and sent 
them down, w ith my com plim ents, to C ham ber­ 
lin ’s renowned cook, and told her th a t I w anted 
them broiled on toast, w ith a h it of b reak fast 
bacon. Then I w anted a Welsh rarebit. 
I then 
ordered, for an exciting wind-UD, a double por­ 
tion of vanilla ice cream , two chocolate eclairs 
and some strong black coffee. These, with a dark, 
heavy Partagas cigar, as dangerous looking aud 
alm ost as big as an A rm strong gun. composed 
me. I went to the N ational Theatre, told M anager 
Sam Kinsley th a t I wanted the two best seats in 
the bouse, one for myself and one for my hat, 
and sat through the Black Crook, w ith Im re 
K iralfv’s ballet, w ithout a blu sh —and I’m not 
bald either. 
Now then, my sick congressional 
friend, th ere’s a sure remedy. I t’s a war m easure, 
though, and takes a cast-iron stom ach and good 
conscience to get away w ith it. 
It is bound to be 
effective, however, in every case; for if it doesn’t 
cure the p atien t be will ju st go to bed aDd quietly 
wish he were dead. 


A W o rk m an 
S tru ck by a R o ck 
W h ile 
Seeking R e fu se in an Engine-H ouse. 
A Swede nam ed A ndrew L instrom m et w ith a 
horrible death yesterday afternoon by being 
struck by a rock throw n from a blast on Alex­ 
ander avenue, Boston H ighlands. 
L instrom was 
em ployed by Owen N awn,wbo is blasting through 
a ledge for the purpose of ex tending th e avenue, 
and at 2.10 o’clock a blast was prepared aud 
the men were notified to g et into safe posi­ 
tions. 
All of them did so except L instrom , 
who ran in to the engine-house, a loose structure, 
enclosiug a portable engine. The force of the 
explosion drove a rock, estim ated to weigh 300 
pounds, 
through th e 
engine-house, 
strik in g 
Linstrom on the lower p a rt of his abdom en and 
carrying him ou t th ro u g h tho Bloc of th e enclae- 


house. 
He was terribly m angled, and upon tne 
arrival of Dr. Holies he was placed in a wagon 
and started t«w ar a the 
City Hospital, but 
he died before arriving there, and the body was 
placed in the m orgue for identification, as his 
residence was nut known. Deceased came from 
New York recently, bas worked for Mr. Nawn 
ju st a week, and boarded w ith a Mr. Jueiigllng at 
Hie corner ol Trem ont and Prentiss strerts. 
it Is 
said he lins a sister in Brooklyn. 
H e was appar­ 
ently about 30 years old. 


HANLAN'S EASY VICTORY. 


H e D e fe a ts T r lc k e tt o n th e T h a m e s th is 
M o rn in g by F o u r L e n g th s . 


L ondon, May I . —The race betw een Edward 
H anlan and Edw ard ^Trlckett, for £500 a side, 
took place on the Tham es river this morning. 
The betting ju st before the s ta rt was 7 to 2 in 
favor of H ainan. 
An im m ense crowd of specta­ 
tors lined the banks of th e river, and great inter­ 
est was m anifested In th e race, though it was 
generally conceded th a t the C anadian would have 
an easy victory. I ho s ta rt was m ade shortly after 
9 o’clock, Hanlan tatting the lead and keeping it to 
the finish. 
He wou easily, beating Trickett ny 
four lengths. 
H anlan received a perfect ovation 
a t the finish. 


D I S A S T E R IN F L O R I D A W A TER 8. 


B u rn in g o f th e S ie a n e r C ity of M unford— 
Nine Person* P erish . 
J a c k so n v ille, Fla., A pril SO.—The steam er 
City of Sanford was bnrned here last Mon­ 
day 
m orning, 
about 
five 
m iles above this 
city. 
She was on her wav from Sanford. 
When 
opposite Point I.a rista fire was discovered issuing 
rrom the forw ard hold from anions a quantity of 
pine wood. The alarm was given, and the purser 
w ent through th e boat and aroused the pas­ 
sengers; but, in 
order to prevent a panic, 
he told them not to be alarm ed, there was 
plenty of tim e. This caused som e to lose valuable 
tune. 
The boat was headed for the shore and 
was in a few m inutes grounded in three feet of 
w ater, but the fire had driven the engineer from 
his post, and the engine could no t be stopped. Ari 
attem p t was m ade to rescue th e passengers by 
having them go a ft and ju m p overboard, but, 
notw irhstandiug th eir efforts, nine persons, and 
probably more, perished. 
The steam er George 
M. Bird was com ing down the river a lew miles 
ahead of the Sanford. 
H er officers discovered 
th e fire and at once p a t Pack to the scene of 
the disaster, aud took on board the survivors 
and brought them to th e city. Later the re­ 
m ains of the lost w ere brought to the city to r 
interm ent. Some of the bodies were burued to 
a crisp. 


J A C O B D E W E E S ’ M Y S T E R I O U S D E A T H . 


•Suspicion of Poisoning W hich Rest* on H is 
S on. 
F l e e t w o o d, Penn., A pril 3 0 .—Great excite­ 
m en t has been caused here by the rum or th a t 
Jaco b Dewees, a w ealthy ditizeu who died sud­ 
denly and was buried 
a few days ago, was 
poisoned. 
Suspicion rests on bis own son, a 
practising 
physician, 
who 
adm inistered 
a 
d> se of m edicine to 
his 
fath er shortly be­ 
fore 
death. 
D eceased 
was 
a 
well-known 
citizen, aud was a t one tim e engaged in toe 
hotel business. 
He owns a large public liou.se at 
th is place. 
His son, tho doctor, bas been for 
some tim e a very active agent for speculative life 
insurance com panies, and placed a large num ber 
of risks, including a great m any aged aud sickly 
people. 
It is also alleged tiia t lie effected a large 
am ount of insurance on tile life of big fath er, 
wlio died so suddenly and nu gloriously. The 
old man also made a will, which has been ad m it­ 
ted to probate, and the son, who is tho executor 
of Hie estate under the will, will fall heir to a 
h ■ fulsome fortune. 
Mr. Dewees 
leaves three 
children, the doctor and tw o daughters, one 
of whom 
is 
m arried 
to the justice of tile 
peace of tins place, and an extensive iron ore 
operator. The other is slugle. 
Before th e m edi­ 
cine was adm inistered Mr. Dewee« com plained of 
not feeling well, but ic was not thought th a t his 
com plaint was ut all serious. 
.Several years ago 
Dewees’ wife died very suddenly ann It was a 
general subject of conversation for some tim e th a t 
her death was m ysterious, especially us it is said 
th e couple had not lived happily together. 


“ C O N E ” O N T H E 
M A S T O D O N S . 


T h e F em ale A risto cracy In Love w ith th e 
L ips of B illy Kersuiifls, 
The London correspondent of the ch icago News 
is responsible for d ie following: 
W illiam Foote—you know him ; he’s the agent 
of Colonel Jac k H ayerly In Europe, and used to 
run ids M astodons—told me die other day of an 
experience he had iii London. 
He brought over 
w ith bim a little colored boy to act as his per­ 
sonal servant. 
He had picked the lad up some­ 
w here 
in 
th e 
States 
and 
brought 
him 
along 
rath er 
to 
keep bim 
from 
starving 
than 
anything 
else. 
Presently 
the 
young­ 
ster 
becam e 
spoiled. 
I 
suppose you 
have 
heard how these B rtiish people w ent to work at 
all of H averlv’s genuine fifty strong, haven’t 
you? They (the fifty strong) were treated like 
princes. No w hite i'oikH ueed apply w hile die pigs 
were here. You never dream ed of anything like 
it. 
Ladies w ith enough blue In th eir blood to 
royalize tw o-thirds of Blue Island avenue, wrote 
“ uiash letters" by the ton 
to these musical 
darkles. Jam es Bland, the chuckle-headed au­ 
th o r of “ Dem Golden Slippers,” was hunted by 
the fem ale portion of the aristocracy to uu ex­ 
ten t th a t would have driven a w hite man out of 
die country. 
Kersunds, the lovely K ersands, was 
sim ply worshiped. 'I ho more lips one of these nig­ 
ger singers had— >nd the less brains—the w ilder 
was he sought. 
Fourteen out of the crowd have 
m arried w hite women since they struck th is hos­ 
pitable shore. This is no fairy story. 
It is a dead 
open aud-sbut collection of tacts. 
And of course 
I can’t begin to tell you the whole tru th aud 
nothing hut the tru th about tne goings on. 
Ii I 
did, it would be enough to shock die m orality of 
a St. Louis alderm an. Besides, the tale m ight 
tem pt Jan e Gray Swiasbelm to w rite a letter to a 
in-wspaper I know of, and I haven’t anything i i i 
the world ag ain st the readers of th a t journal. 
Wall, you may Im agine th a t die genuine colored 
artists" becam e rath er high toned. 
If one of 
them warned up or dowu the street, he was fol­ 
lowed by a crow d who regarded bim with the 
sam e degree of adm iration they would have be­ 
stowed upon the I’riuce of Wales. 
It was awful. 
Well, Foote’s 
body servant did 
not escape. 
Foote used to p u t him to sleep ou a sofa in Ins 
front room, and the landlady used to conin iii and 
tuck the little rascal up. 
Pretty soon the boy 
began to run the whole holts ■, and one day lie got 
into a fight with tho cook, aud nearly brained 
him w ith a poker. Then die boy wus arrested and 
housed up I U court. Foote naturally w ent along 
to see w hat becam e of his servant, aud he came 
w ithin an ace of being sent to jail tor haying 
brought die boy to England at all. 
The boy 
w asn’t blam ed, particularly, but Foote had a very 
narrow escape. 
He said lie was never so brow­ 
beaten iii bls life, and the only way he escaped 
was by prom ising to send his serv an t back to 
A m erica by die first steam er—which he did with 
g reat prom ptness. 


G E N E R A L H U R L B U T ’S F U N E R A L . 


T h e R em ain* L aid n t Rest* in th e P resen ce 
of 10,000 People. 
Ch ic a g o, May I .—The rem ains of 
G eneral 
Stephen A. H urlbnt, late m inister to Peru, w ere 
bul lea w ith appropriate cerem onies a t Belvidere, 
thiB S tate, yesterday. 
A bout 10,000 people were 
present. 
Am ong the participants in th e cere­ 
m ony w ere five com panies of the Third Regi­ 
m ent. S tate m ilitia: six encam pm ents of K night# 
Tem plars, a num ber of blue lodges, tbe*bencb and 
bar of Belvidere, and 300 veterans of the late war 
who served under him . 
Public and private build­ 
ings were universally draped, and several arches 
spanned the streets, 
l’lie services were held in 
the public square. 
A fter an address bv W. W. 
Wood ne read a series of resolutions thaniting 
die Peruvians for th eir expressions of kindness to 
M inister H urlbut, closing with tho prayer th a t 
Peru may be renationalized aud raised up. 
Rev. 
Dr. K er delivered th e memorial address. 
A fter 
prayer and benediction the rem ains were escorted 
to the fam ily residence, where they were placed 
on a bier in charge of twenty M aster M asons and 
viewed by a few near friends. 
A few rem arks 
were m ade bv Rev. Mr. Lawrence. The proces­ 
sion then re-form ed and conducted th e body to 
the cem etery in the outskirts of tne tow n, where 
it was laid to rest w itb Masonic honors. 


T h e Coining R ailro ad K ing. 
N ew Y ork, A pril 30.—Humor has It th a t the 
com ing railroad king is the owner of a g reat 
Pacific railroad, aud bls friends set him down 
as being w orth qu ite as m uch, ii not more, tbau 
th e 'R othschilds. 
His wealth is acknow ledged to 
nave reached the pleasant little round Bum of 
$ 100,000,000. I t is also asserted th a t one of the 
dukes of England bas gradu .By becom e so im ­ 
pecunious th a t be proposes to come to A m erica 
iii the spring accom panied by owe or tw o of bis 
offspring, to try aud repair bis fortunes. Tde 
“ big house” is to receive him and in d u ct bim in to 
the m ysteries of m oney m aking. 


F a ilu r e s th e P s s t W e e k . 
N ew York, A pril 30.—Dun & Co. rep o rt H O 
failures the p ast seven days—a decrease of 14 
over those of th e preceding week. N ineteen oc­ 
curred *n tho E astern States. 27 in the W estern 
States, 30 in the Southern States, 20 in the Mid­ 
dle States, 9 in th e Pacific States and T erritories, 
and 5 in New York City. 
______________________ 


Sick and bilious headache, and all derange­ 
m ents of stom ach and bowels, cured 
by Dr. 
Pierce's “ P ellets,” or anti-bilious granules. 25 
cents a vial. No cheap boxes to allow waste of 
virtues. By druggists. 


ACROSS THE ATLANTIC. 


Another Nihilist Mine Plot Dis­ 
covered at Moscow. 


The English Cabinet Decides to 
Release file Suspects. 


E v en ts o f In te r e st in E n g la n d an d 
on th e C o n tin en t. 


S t. P e t e r s b i'r o , A pril 30.—The N ihilists are 
again a t work. 
The police discovered a m ine 
under the Spirons railroad stations, Moscow, con­ 
necting by electric b attery w ith a bouse some dis­ 
tance off. 
It is suspected th a t the Im perial 
pavilion at the Moscow exhibition la underm ined. 
Eighteen suspected persons have been arrested. 
T h e Irish M uslim s to Be R eleased. 
Lo n d o n, A pril 30.—At the cab in et council held 
last evening it was decided to release all the Irish 
suspects now in prison in Ireland who are not 
charged w ith outrages. 
F o rste r W ill N ot T estify . 
D u b l in , A pril 30.—In the action of th e U nited 
Ireland against Mr. W. E. F orster, to recover 
£20,000 dam ages on account of th e seizure of 
th a t paper, the defen d an t refuses to answ er tho 
interrogatories, on the ground th a t they concern 
m atters of state. 
T h e A ntl-Jew l*h R ussian R iots. 
S t. P e t e r s b u r g , April 30.—An official report 
published bere denies the severity of the recent 
anti-Jew lsh riots, and says th a t th e only serious 
disorder was a t Malta, the authorities everyw here 
else having acted w ith energy to pro tect the Jew s 
F rench T ro o p s C ut L u . 
P a r is, A pril 30.—A despatch states th a t 6000 
Moors attack ed and cu t up two com panies of the 
F rench Foreign Legion who w ere escorting a 
topographical expedition in the province of O m a, 
Algeria. 
An O pera-G tnss H urled a t a a la c u ta p a ie a t 
A rtist. 
P a r is, April 30.—For a long tim e past the 
scandalous w eakness of the casts a t the opera 
baa been a subject of surprise and disgust to for­ 
eign visitors, who cannot und erstan d bow a m an­ 
ager like M. V aucorbeil, w itb 800,000 francs 
of 
State 
sunsidy 
and 
no 
re u t 
to 
pay 
for 
bls 
theatre, 
is unable 
to present the 
m asterpieces 
of 
the 
repertoire 
in 
even 
tolerably satisfactory 
fashion. 
On 
Saturday 
the sm ouldering indignation of the opera goers 
found a sudden vent iii the th ird act j»f “ bes 
H uguenots.” 
It was being played as lanai in 
a sham efully m akeshift m anner, when a gentle­ 
man in the stalls rose indignantly and shouted. 
Enough! 
Enough! 
it Is disgraceful to sing 
m usic 
like 
th a t.” 
The effect of 
the in­ 
terru p tio n 
may 
tie 
Im agined, when, 
follow­ 
ing 
up 
uia 
words by acts, 
the in terru p ter 
hurled bis opera glans a t th a t restestab le modi- 
ocrity, M. Jourdain, who happened to lo* singing 
the part of Saint Brig 
Mile. Kraus* fainted away 
on the stage, and th e curtain fell abruptly am id 
wild excitem ent. The hot-headed author of tile 
com m otion, who proved to lie ai. officer of cuiras­ 
siers nam ed D auiuas, was arrested. 
The comuils- 
salre of police, however, took a lenient view of 
the case, aud m erely forbade him to retu rn to 
the opera 
T h e I.nrd* and the L a id A et. 
Lo n d o n, A pril 30.—The prelim inary report of 
the Lords’ com m ittee on the land act takes excep­ 
tion to th e m anner in which the decisions of the 
sub-com m issioners in 
regard to fair ren t are 
given. 
The rep o rt declares th a t the purchase 
clauses of the land act are a failure. 
I t specially 
recom m ends: 
1. T hat the purchase money be advanced by 
the state a t 3 per ceut. Interest, repaym ent to be 
m ade by instalm ents of 3Vs per cent, fur sixty- 
six years or 4 per cent, for forty-six years. 
2. T hat the cost of the schem e be defrayed by 
the church surplus fund. 
3. T hat a special dep artm en t be created to carry 
out the scheme. 
4. T hat ail arrears accrued before 1878 be can­ 
celled, and those accrued Bince be capitalized and 
audad to the purchase money. 
D r. H radlaiigh B rings a Mull fo r (Several 
T housand Founds Dunnages. 
Lo n d o n, A pril 30.—Mr. B radlaugh has brought 
su it 
in 
whioh 
he claim s several thousand 
pounds 
dam ages 
against 
th e assistan t ser- 
geaut-at-arins 
of the H ouse of Commons in 
connection w ith the proceedings taken to eject 
him from the lobby of the H ouse d u rin g Hie lust 
session. 
Mr. B radlaugb bas also begun a suit 
agaiust Mr. Newdegate, C onservative m em ber for 
N ortb 
>Y arw ickshire, 
for 
m aintenance, 
He 
claim s £5000 dam ages. 
T h e Totvu of I ta l i a D estro y ed by sa Anti* 
J e w is h R io t. 
V ie n n a , A pril 30.—F u rth er intelligence from 
B atta gives detail* of autl-Jew lsh riots there on 
the l i t h inst. 
The tow n 
was destroyed. 
Six 
thousand fam ilies are homeless. 
C hildren and 
adults are dying from starvation. 
D uring tho 
pillage the authorities ol the tow n ret used th eir 
protection. 
L ieu ten an t D anenhow er A rriv es n t Moscow. 
S t. P e t e r s b u r g , A pril 30.—P a rt of the crew of 
the A rctic steam er Jean n ette, u n d er charge of 
L ieutenant D anenhow er, arrived a t Moscow yes­ 
terday. 
L ieutenant D anenhow er is losing his 
sight. 
C able Notes. 
Trem endous snow storm s have occurred In the 
Alps. 
The Princess T heatre a t Portsm outh, Eng., has 
been burned. 
It is rum ored th a t Mr. F orster, the chief secre­ 
tary for Ireland, will resign his present office for 
a higher one. 
A fire occurred in th e new m arket building in 
A berdeen, Scotland, destroying property to the 
value of $50,000. Several persons lost th eir lives. 
In consequence of the m altreatm ent of B ra­ 
zilians in U ruguay, Brazil is co ncentrating troops 
on the frontier, and has despatched an envoy to 
M ontevideo to dem and redress. 
An anonym ous proclam ation, dated B arcelona, 
has been addressed to the senators and deputies 
of Spain, threaten in g w ith death those who ro te 
fo r the treaty with France. 
« A despatch from M arseilles reports th a t a sur­ 
veying expedition In South Oran was recently 
surprised by Si Sim ian, aud th a t forty persons 
were killed and forty wounded. 
An Odessa despatch says th e poorer Jew s are 
m arrying t here a t the rate of 150 couples nor day. 
They im agine th at lf they are m arried land will 
be given to them free in A m erica or Palestine. 
A hurricane prevailed S aturday evening iu the 
south of England, aud was especially severe along 
the channel. G reat dam age to houses and ship­ 
ping aud the loss of several lives are reported. 
D etails for plans of forts at W arsaw, Konow 
aud Gouinionds have been settled according to 
the St. P etersburg Zeitung. 
The work is to be 
com pleted by 1892, and will cost $40,000,000. 
M idbat Pasba and the oth er participators in tne 
assassination of Abdul AZIZ, are in a very m iser­ 
able condition, th eir lim bs being fettered. 
The 
wife and fam ily of M idhat Pasha are bordering 
on uestitution. 


80UTH AMERICAN NEW8. 


T h re e T housand Chill*** a t Liana D aw n 
w ith the Fever. 
L im a, April 25.—Three thousand men of the 
C hilian arm y of occupation are down w ith the 
fever here. 
S tringent san itary m easures have 
been adopted. The C hiliau officials have obtained 
th e services of P eruvian physicians experienced 
in the disease. 
D eath a f a W ellesley G ra d u a te . 
V a l p a r a is o , A pril 25.—Miss Mary Trum bull, 
dau g h ter of Rev. Dr. Trum bull, P ro testan t pastor 
in this city, died suddenly yesterday evening. 
She bad ju st retu rn ed to V alparaiso, a fter p u r­ 
suing her studies in th e W ellesley Sem inary of 
M assachusetts. 


A M odern Jo n a h . 
(Nantucket Corr. Indianapolis Journal.I 
H ere I m et C aptain Wood, who has been in a 
w hale’s m outh. 
A fter edging carefully tow ards 
th e m atter a friend induced him to tell about it— 
probably for tue ten th o usandth time. 
“ Yes, I was standing in the bow of th e boat, 
but witb the iron iii my baud,n said be, looking 
around for his m ajesty, for I thought we had 
given him bis death-blow. Suddenly up he cam e 
rig h t ahead of me. and he struck the boat un d er­ 
neath w itb his prolonged lower Jaw, knocking 
it out from under me, and I tell stra ig h t over into 
his m outh." 
“ W hat did you think, then? asked a listener, as 
the captain paused. 
“ I thought I was a goner,” answ ered th e cap­ 
tain, 
“ especially when be sh u t hts 
m outh 
on 
me. 
But he 
was, 
fortunately, in 
toe 
agonies of death, too w orried to th in k of me, and 
a fte r giving me one savage crunch be blowed me 
out of his m outh, covered w ith blood. 4 a t once 
stru ck fo r the boat.” 
“A nd when they picked bim a p they th o u g h t 
he was killed,” said another cap tain ; 
tbougn 
a fter a good while he recovered, w ith the ugly 
w ounds th a t you sod.” Thoro was a soar some 


inches long across C aptain W ood’s scalp, and a 
great lump on his side was visible under his coat. 
“ W hat did you think w hen you were in his 
m outh, and knew 
whore you 
were?” 
asked 
another bystander. 
"Thought he’d yield ab o u t eig h t barrels," said 
Captain Wood, tu rn in g over bls quid and calm ly 
firing at th* box of saw dust. 


INDIAN ATROCITIES. 


P a rtic u la rs o f th e R e c e n t H o rrib le M assa* 
ere In A rlxonn. 


T u c s o n , A ri., A pril 3 0 .—S tsnlasus Metas, aged 
9 years, who has ju st 
arrived from Stevens’ 
sheep cam p, tells the following story of th e In­ 
dian m assacre on the 18th inst.; 
“ Before daylight the Indians attacked the cam p 
while we were all asleep. 
My father and five 
other men attem p ted to get their guns, tint too 
late. The Indians rushed in from all sides and 
overpowered them before a shot could be fired. 
The work of slaughter then began. An Indian 
put the muzzle af a gun against the head of 
one man and fired, blow ing his brains out. 
They Killed my m other and two brothers by 
beating th eir brains ou t w ith stones. 
They tied 
my father and to rtu ied him most dreadfully. 
He 
begged them to spare him , b u t they only to rtu red 
Iii iii the more. 
W hen they were tired of to rtu rin g 
bim one of them split lits skull with an axe. 
An 
Indian squaw , wife of one of our friendly A pache 
siieep-herders. who worked with us, saved my life 
by bolding me behind her .and begging them to 
spare me. 
W hen all the M exicans were dead 
except me the Indians left.’’ 
The squaw who arrived with the boy says th ere 
were iitnciv-ihree w arriors in the attacking party. 
They called them selves Cheerbushuas, anil Said 
th a t they were going straig h t to San Carlos 
agency to kill off the w hites and get more Indians 
to Join them . They also declared th at they would 
kill all tile in h ab itan ts of this valley. 
The hos­ 
tiles frequently declared th a t th eir whole desire 


w h s to kill in retaliation for the three Indians ex­ 
ecuted recently at Fort G rant. 
L ater news from the fro n t Is to the effect th a t 
th e whole force or about 300 Indians, including 
women and children, crossed the Southern Pacific 
track last night, going soutn near L ordsburg. 
The cavalry are In close pursuit. The present out­ 
break is the most disastrous which ever occurred 
in Arizona. 
Not less than forty persons have 
been killed. Tonight a 
mass m eeting was held 
here. 
G overnor Trifle presided. 
It was d eter­ 
m ined to raise a force of volunteers to take the 
field for two or th ree m ouths. 
•Sulphur (Springs V alley Doe Muss s f F la n s * 
—C ritic a l C o n d itio n a f A ffa ir* . 
T ucson, Ari., May I .—a Tom bstone despatch of 
yesterday's date states th at Sorguui Sm ith, Jam es 
Finlay and H arry Clifford h are ju st arrived, con­ 
veying intelligence th at T. J . H arney and Jam es 
Lainbley have been killed and Jack Fife badly 
wounded. 
Between 50 and IOO Indians attacked 
th eir cam p in the forenoon, killing toe two nam ed 
and w otiuuiiig Jack Fife, who m anaged to hide 
In 
the 
brush 
until th e 
savages retreated. 
A bout sixty 
men 
are 
em ployed 
in tn e vi­ 
cinity, 
lint only those uauied 
were 
present 
a t the tune. The 
Indians stole ten head ct 
m ules aud burned the cabin. 
Sulphur Springs 
valley is one mass of flames. 
All of the ranches 
are burned, including th it of County Treasurer 
D unbar. 
Forty-six head of horses, belonging to 
Clinton B rothers, were run off from tile Soldiers’ 
Indue. The men em ployed at C iute's cam p have 
left. Sorguui Sm ith applied to the ostensible 
com m ander of the ran g ers for assistance, but 
could find no person w illing to as-iim e tb e re- 
sponsibillty for th a t organization. 
He also ap­ 
plied to Jackson, th e cap tain , and was inform ed 
tiiat the horses had to rc backs and were unable 
to do nu tv. 
Mucli apprehension is felt for the 
satety of th e fam ilies in the vicinity of th e scene 
of the outrages. 
A “ S k e le to n " S e n t fro m A ris o n * to W a sh ­ 
ington. 
T ucson, A ri., A pril 30.—Tbe follow ing open 
latter bas been sent to tbe President aud his cab­ 
inet and both bouses of Congress ny the citizens 
of this city: 
“ D uring the rejoicings incident to th e grand 
m ilitary display announced to take place at 
F ort Alonroe, we beg to offer you as a skel­ 
eton to sit at your 
banquet tile fact th a t 
nearly IOO of our pioneers have, w ithin a few 
days, been w antonly m urdered in cold blood by 
devilish A paches, whom a cruel and m istaken 
policy perm its to su rrlv e th eir crim es, 
lf some 
sn ail portion of tho ex p en d itu re used in your 
grand display could tie dev>teu to such m easures 
as would preclude the probability of an inerease 
in the list of our m urdered dead, we could send 
you a greeting or g ratitu d e and olieer In place of 
this m essage of our sorrow , helplessness aud 
desolateness.” 
A T o w n D u rn e d n a d T h lrtv -O v e P e rso n * 
K illed . 
S a n F ra ncisco, A pril 30.—A Shakespeare (New 
Mexico) despatch, received from S tein’s pass. re­ 
ports th a t the tow n of G ualieysvil.e in Arizona, 
ju st over the New Mexico line, was burned and 
com pletely destroyed on Monday by tbe Indians. 
Thirty-live w hite people were killed. The Indians 
are scatterin g into sm all hands and m aking tor 
C hirlcahua m ountains. 
Forsyth, with n u en tire 
com m and, is in pursuit. 
M n m a rrf- n t C lifto n , N. M. 
S h a k e s p e a r e , N. M„ A pril 30.—Twenty people 
have been killed by Indians a t Clifton and on the 
road from Clifton to tho G ila river. 
R eports are 
cu rren t th a t Na'na and some renegade Apaches 
from tile M escalero reservation at Sat) Carlos 
have Joined in Inciting an outbreak. Tne Indians 
are well arm ed, and well supplied with am m u­ 
nition. 
G eneral 'Cuero is now m arching north 
trout Jan o s w ith 200 M exican troops to attack 
the Indians now going south in to the C hirlcahua 
m ountains. 


L A B O R T R O U B L E S . 


T h rn lla rm u n y Mill* (Strike. 
Cohoes, N. Y., May I .—The Harm ony mills 
gates were throw n open today, and the signal 
bell, denoting th a t th e work for the day was 
about to begin, sounded. 
A large num ber of 
operatives gathered in tile vicinity, bu’' no t one 
entered upon the grounds. FU teen m inutes arter 
the usual tim e th e gates were secured and the 
strik ers dispersed. 
'I bere bas been one week’s 
idleness, aud $25,000 has been lost in wages. 
The m igratory m ovem ent am ong the operatives 
bus been suspended. E xtensive preparations are 
being made for do out-dour mass m eeting Tues­ 
day night, when an assem blage of 5000 Is ex­ 
pected. There are no signs of a com prom ise. 
A G re a t Mn** M eeting. 
Ca m d e n, N. J ., A pril 29.—A great mass m eet­ 
ing was beld here to n ig h t, under the auspice* of 
the K nights of Labor. A delegation of 2000 from 
Philadelphia was present witn transparencies and 
bands or m usic. 
Strong anti-C hinese aud an ti­ 
monopoly speeches were m ade. 
•G rillers T h re a te n to U se D ynam ite. 
Chica go, A pril 29.—It is reported th a t strikers 
at the 8outb Chicago Roiling Mill th reaten to 
blow up tue work* w ith dynam ite, and e x tra pre­ 
cautions have been taken to protect tbe property. 
L a b o r N otes. 
The Philadelphia carp en ters in mass m eeting 
Saturday determ ined to strik e for fifty cents 
advance in dully wages. 
Three thousand men, who have been on a strik e 
at Muskegon, Mich., for a m outh past, are becom ­ 
ing discouraged, and unless they receive more 
help from outside tliare will soon be a break. 
Private despatches received by prom inent ope­ 
rators a t Philadelphia indicate th a t a strik e is im­ 
m inent am ong 
the 
m iners of the Clearfield 
region on May I , unless th eir dem ands are ac­ 
ceded to. 


F a ta l H o ller Explosion. 
RINO V ill e , 
S. C., A pril 
29.—The 
steam er 
M arion on the W atered riv er exploded one of her 
boilers today. 
She had on hoard a picnic party, 
thirty-five or forty In num ber. 
Miss M innie 
H enry was instantly killed. 
Misses M attie aud 
N annie H enry are m issing, and are supposed to 
have been 
drow ned. 
Miss 
Lizzie 
H enrv was 
badly 
b u rt, 
and 
is 
not 
expected 
to 
live. J. C. Eason was badly hurt, and I* not ex­ 
pected to recover. 
W illiam Truuihie was badly 
scalded, aud Miss M innie Bates nad an arm 
broken, and sustained 
other serious injuries. 
Arvel 
Stiles 
is 
m issing, 
and 
supposed 
to 
have 
been 
drow ned. 
Tom 
R ichardson (col­ 
ored), one of the crew, was drow ned. 
Jo h n Wil­ 
liams, snot ier of the crew , was badly hurt. 
Tbe M arion is a governm ent steam er, abe is a 
wreck. 


H a u lin g w ith Ice. 
S t. Jo h n ’s N. F., A pril 30.—Tne barkentine 
Mary Agues arrived from Boston via Burin Tues­ 
day. 
C an.ain D escote reports terrible w eather 
d u rin g tile voyage. 
He m et ice nioety miles 
southw est of Cape Race, and struck a beavy pack 
about 9 o’clock at night, while the vessel was 
under full sail. Tbe shock was severe, and car­ 
ried away tbe cutw ater, and badly dam aged the 
vessel’s (i des. 
8he got clear of ice tho n ex t day 
and experienced trem endous gales, the seas break­ 
ing clean over everything and carrying tb e deck 
load away, together 
w ith 
bulwark-!, stan ch ­ 
ions and m ainsail. She encountered ice again on 
tne 14th, nut passed through and reacned B urin 
on the 16th. She left th a t port yesterday m orn­ 
ing. and passed hundreds of ice-bergs along the 
southern ooast of tbis island. 


A S how er of Flak. 
B e l l e f o n t a in e, O., April 30.—M innows ana 
sm all fish, some of th e la tte r three inches long, 
fell in tbe streets of DegraQ, this county, last 
week, during a windy rain storm . 


A Show er of Frog* a t B em ask***. 
A stran g e story comes from Bellingham to tbe 
effect th a t a shower of frogs occurred in th e N orth 
V illage on a recent evening. They w ere ox the 
tree (cad species c r “ peepers-” 


A STUPENDOUS SCHEME. 


Electrical Light and Power for 
Sixty-five Cities* 


Niagara Falls Bought by Ne* 
York and Boston Parties. 


Its Im m en se W a te r P o w e r to be 
U sed to G en era te E le c tr ic ity . 


R o c h e st e r, N. Y., A pril 27.—This evening yoni 
correspondent Inspected articles of agreem ent 
which ju st arrived by mail and w ere draw n ap 
betw een Prospect P ark A ssociation of N iagara 
Falls, N iagara county, N. Y., of the first part, and 
Leonard H enkle, inventor, of Rochester, N. Y., of 
tbe second part, stip u latin g th a t fo r a considera­ 
tion of $1,000,000 tbe party of the first p art 
agreed to execute to the party of tbe second p a rt 
a deed to Prospect P ark, its nine acres of land 
and th ree acres outside in biiiage of 
Niag­ 
ara Falls. 
T hat tbis im p o rtan t c o n tra c t m ight 
be tborougbly understood, your correspondent 
interview ed Colonel H onkie.tbe local inventor,this 
evening. 
“ I have about consum m ated,” said be, 
“ tbe biggest electric lig h t project ever dream ed 
of. 
W hen tbe New Y ork G raphic, a few days 
since, quoted a gentlem an ae saying be believed 
all New York would yet be lighted and heated by 
electricity bro u g h t thro u g h cables from power 
th a t generated it ai tb e greatest catarac t In tb e 
world, It only hinted a t bait w hat I, th rough a 
large com pany of cap italists, propose to accom ­ 
plish in th a t very direction. 
This $1,000,000 
co n tract I bold In my baud 
I* Only tb e B eginning 
of tb e g re a t th in g s tb a t this p ro ject will yet do- 
velop. 
I have canvassed am ong leading capital­ 
ists of New Y ork, Boston and o th er large cities 
and found them ready to agree, a fte r tak in g m ere 
birne of tbe nature of my new electric ligbt inven­ 
tions, tb a t ju st aa soon as I could secure rig h t 
and title to the w ater power of N iagara, or any­ 
thing coequal, they stood ready to com bine and 
push 
tile 
inventions 
to 
a 
p ractical 
teat, 
lf 
it 
took 
$30,000,000 
to 
do 
it. 
I 
would be fooltsb to describe to you in 
any 
way tbe exact u attire of these inventions until 
my project is m «re practically perfected, as I 
hope to see It In a verv few weeks—certainly be­ 
fore autum n; hut I will say th is, th a t th is land 
contract contem plates the execution of a deed in 
fee sim ple, controlling th e w aterp o w er or tbe en ­ 
tire A m erican fall a t N iagara, som e 2,000,000 
boroe-power 
altogether. 
W hen 
I 
first 
ap­ 
proached one of the prom inent officials connected 
with an existing electric lig h t com pany, and 
broached tbis subject to bim , be pooh-poohed 
aud said: “ Ob, you poor fool; you never can get 
control of N iagara or tn e rig h t to Its g igantic 
w ater power. 
W hy, tho governm ent itself bas 
been trying to buy the A m erican side for a public 
park, b u t couldn't do it. 
We adm it your schem e 
m ight work if you could only get sufficient power 
to work it, hut N iagara isn’t to ne so easily bad.” 
“T bat 
electrician,” 
continued 
Henkle, 
“ bas 
already tu rn ed out to be a 
false 
prophet, 
you 
see ; 
for 
bere 
I 
bold 
a 
title 
Incontrovertible. 
Tbe purchase 
of 
Prospect 
Tarn (or $1,000,000 would alm ost pay, even it 
N iagara could not be utilized w itb it. 
In 1871 
tile receipts of th e P ark A n o ciatio n were over 
$12,000; last year they am ounted to upw ard* of 
$33,000. 
You see we w aut tb a t park, and I s ta rt 
tor New York, ju st before m idnight, to see tbe 
prom ising cap italists there tom orrow and n ext 
day. Tile capital stock of the com pany when 
organized 
Vt III be A bout T w en ty Million*. 
Enorm ous buildings and ponderous m achinery 
will be constructed on the brink of the A m erican 
fall. and to these buildings th ere will be an im­ 
mense race-way, com ing from tbo rap id s a short 
distance above tin- fails. 
We can have w ater suf­ 
ficient for 2,000,000 horse-power then upou the 
money conditions nam ed, and tbe fu rth er con­ 
dition 
th a t 
the 
w ater 
be 
retu rn ed 
to 
the 
river 
w ithin 
a given distan ce. I 
de­ 
cline to describe our 
process 
of generating 
electricity 
by 
th e 
unlim ited 
hydraulic 
force, but can sim ply say we will conduct th a t 
electricity through 
property insulated 
cables 
underground to sixty-nve prom inent A m erican 
cities and towns betw een Boston and Chicago. 
J u st as good and forcible an electric cu rren t can 
he conducted five hundred miles bv my pro­ 
cess 
as eau be utilised w ithin 
an 
area of 
one mile. 
We also contem plate dom estic light 
attachm ents to 
the 
main 
cables 
and 
will 
Just as surely be able to tran sm it 
lim ited 
electric pow er for o perating m achinery aud for 
heating purposes ultim ately. There will be about 
10,000 miles of tbe cables altogether, w ith corre­ 
sponding 
m achinery for 
Industrial purposes. 
This co n tract looking tow ards the perfection of 
my project was, as you see, executed yesterday a t 
the Fails. 
Do you wonder I said it was a big 
schem e? Do you see the agreem ent as to how 
the 
m diloti-dollar 
consideration 
is 
to 
be 
paid. 
U nited States governm ent 3 per cents have 
been pledged to forw ard this undertaking. T hat's 
why they are nam ed in the consideration.” Colonel 
H enkle a t tbis point left to get ready for the New 
York train , and bade your correspondent a hasty 
“ good n ig h t.” 
He is a highly skilled m echanic, 
has patented several valuable invention*, aud has 
been working w ith th e electric lig h t alm ost ak 
long as Edison. 


DI8CUISED BY SH O RTEN ED SKIRTS. 


T h e $ l* r f of * R u n a w a y U a*tua G irl—A 
D ebt She ‘W orked Out. 
A p re tty girl of 17, in a short dress fit for a girl 
or 7, says tbe New Y ork Sun, knocked at the door 
of D etectiv e J . M. F u ller’s office in Broadway 
late F rid ay evening aud asked to be taken care of. 
She said she was Lizzie Lucas of 6 Hom estead 
place, Boston. 
H er fath er died recently, and the 
u n d ertak er’s bill was disputed. D eem ing it wrong 
th at such a bill should be disputed, she sought 
out the undertaker, Jo h n It. Ferry of Charles­ 
town, and offered to work os a servant for his 
loudly w ithout wages until tbe am ount due was 
m ade up. The offer was accepted, and she w ent 
to 
work 
a t $1 
60 
a 
week. 
Mrs. 
l'erry 
was 
kind to her, 
and 
gave 
her a h and­ 
some dress 
she 
wore when 
she 
cam e 
to 
New York. 
W hen tb e debt wa* w orked eMA 
she says, her brother-in-law upbraided ber anc 
threatened to send b er to an asylum . A ccord­ 
ingly, on A pril 20, she attem p ted to disguise her­ 
self by sborteuing ber dress, and ran away to New 
York. 
She could get nu work bere, and when ber 
money was exhausted, (earing to apply to th e 
police lest abe should be locked up, she went to 
Mr. F uller, whose nam e she had found in a d irec­ 
tory, 
She had been atopping at th e R evere House 
u n d er tbe nam e of F. E. Libby. 
Mr. F uller got lodging for ber, aud telegraphed 
yesterday to Mr. W illiam Tom linson of C harles­ 
tow n, a friend of th e fam ily. 
In tw o hours the 
following 
despatch cam e 
from 
Mrs. H onor* 
Lucas, the g irl’s m other: 
“ Bend Lizzie by Fall River boat ton ig h t. Call 
on ag en t for ticket. 
Have settled here.” 
Lizzie w ent hom e lost night. 
8be would no! 
have gone, she said, if she had had her ethel 
clothes With ber. 


STRUG GLE WITH A LEO PARD ES8. 


Mr. A l Watts, the Dog Fancier, Has ae 
E n c o u n te r with a* Escaped Brute. 
On M onday last M r. Al W atts, tb e well-knowo 
dog fancier a t th e corner of Beach and Lincoln 
streets, received, per bark Nora from Liverpool, » 
fem ale leopard, w hich be b rought to his store 
aud placed in an iron cage, whleu ne con­ 
sidered of sufficient streu g tn to hold her. On 
locking up bis store la st evening everything wee 
apparently safe. 
A t IO o’clock, as is his wont, 
h e entered bis store to see th a t everything wa* 
safe, when he win confronted by w n at be a t first 
th o u g h t one of his dogs. 
A second or tw o con­ 
vinced nim th a t ne was m istaken. T ne ieopardess, 
which 
bad 
in 
som e 
way 
broken 
from 
ber cage, jum ped on him and caught bim 
by tbe rig h t arm w itb a e r teeth. A fter a struggle 
of som e ten m inutes, d u rin g w hich tim e Mr. 
W atts’ arm s and legs were badly lacerated by the 
claws of tee anim al, he forced ber in to the cage 
and, crossing te e stre et to th e U nited States 
H otel, procured m edical attendance a t once. Hie 
w ounds, though of a painful n atu re, Me not con­ 
sidered dangerous.________________ 


Centenarlaa a t the New Y o rk Mer*ae. 
N ew Y o rk , April 29.—a large num ber of p e » 
pie called a t the m orgue today to tak e a look ai 
th e body of B ridget Healey, who died in the Hos­ 
pital for Incurable* ou Blackwell’s island a t the 
age of 107 years. 
I t seems m ore strau g e th a t 
people should call to see th e old wom an now, 
th a t life is uo m ore, than w hen she was alive. 
W hile she was in th e in stitu tio n , which was 
about five years, no one seem ed to cere any­ 
thing about her, and not a single person called to 
say a kind word to her in ber old age. 
“ W hen we 
see,” said A ssistant K eeper Burke, “th a t these 
people have no o th er desire than to look a t toe 
rem ains of a person, ask questions aud tbeu go 
away, we refuse to adm it them , fo r we have a 
little respect for the friendless dead. 
Deceased 
was bern in tbe tow n of K erry, county K erry, 
Ireland, In 1775. 
She was m arried and had eight 
children, all of whom have passed aw ay. 
■ 
- 
......--— i. ■ 
' 
, ."J 
Baby’* F e u d * * . 
Life is restless, days are fleeting. 
Children bloom, but die in teetniug; 
Warning toke all trieudi and mothers. 
Watch the precious girls and brothers; 
' 
Read the home life of Victoria. 
Children uiue. ail had C •< » rt* i 
No sleepless nights by baby squalling, 
U ke larks they Hee Ut ear lf meofawb 


2 
CJw Reston ®fWa dUofce: Cutsbag Panting, |Ha^ 2, 1882. 


AROUND THE FARM. 
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t h e p o t a t o . 


T E * C a t t ir * of P o U t « c i - E i » f r l « f i t i IB 
P I » * lli( - E » r lf P o u t o n - A To** T rial. 
I tried the follow in g experim ents in plan ting 
potatoes to learn by experience the proper 
quantity and condition of seed. I first selected 
a piece of ground, not rem arkable for its fer­ 
tility, yet fair corn land, and from w hich I 
had, the previous season, taken a crop of po­ 
tatoes. 
I ploughed the ground, then harrowed 
ana furrowed the sam e. 
N e x t I placed in 
each b ill a sh ovelfu l of cattle m anure, pro­ 
ceeding in lik e m anner until I had m anured six 
rows of tw elve h ills each. 
In the follow in g 
experim ents 
in seeding I carefully w eighed 
the seed for each row, with the result as given 
herew ith: 
In the first row I planted in each 
h ill tw o pieces of potato from quartered tubers 
o f large size, the total w eight of seed being 
three pounds, aud from which was harvested 
eighteen and a h a lf pounds of potatoes. In toe 
second row each h ill was planted with two 
pieces from quartered potatoes of sm all size. 
Sv’eigU tof tb eseed th ree-to u rtb so la pound; pro­ 
duced three and a half pouuds of potatoes. 
Iii 
th e third row one w hole potato of sm all size 
was planted in each hill. Total w eight of seed 
one aud a h alf pounds; total w eght of potatoes 
at harvesting,fifteen pouuds. In the fourth row 
each hill was planted w ith tw o pieces obtained 
from large potatoes, each of the latter h avin g 
been cut into eight pieces. W e ig h t of seed one 
pound, and w eight of product nine pounds. 
In the fifth row one w hole potato was planted 
in each h ill, requiring a total of four pounds 
o f seed, aud yield in g a crop o f tw enty-one 
pounds’ w eigh t of potatoes 
in the sixth row 
tw o halves o f sm all potatoes were planted in 
each b ill, requiring one-h alf pound of seed, 
and givin g a product of nine aud a half pounds 
»f potatoes at harvesting. 
A careful review and com parison of the fore­ 
w in g results w ill suggest various thoughts 
aud theories to different readers. 
I SUBMIT A FEW OF MY CONCLUSIONS 
Id this connection. 
A fair judgm ent of the 
lize of the seed used m ay be gained from its 
weight, 
In part of the experim ental rows it 
w ill be noticed the seeding was very light, and 
the greater the quantity of seed tho larger tho 
quantity of potatoes produced. 
In the soeoud 
row the seen did not com e up w ell, and such 
stalks as 
did grow were weak ami 
feeble 
throughout the season. M y experience has led 
me to th is conclusion, tea t when I cut my 
seed very sm a ll it does not com e up w ell, also 
that the plan ting of w hole potatoes, w hether 
large or sm all, gave the 
hest results at tho 
harvest. 
In experim ents of this nature I am 
inclined to believe it better to plan t whole po­ 
tatoes, both sm all and large iu size, and then 
the resulting crop w ould not be affected by the 
cutting. 
In the first, third aud fifth rows 
eigh t and a h a lf pounds of seed were used in 
production of fifty-five and 
a h a lf pounds 
of potatoes. 
Id the second, fourth and sixth 
rows two and oDe-fourth pounds ot seed gave 
a total yield of tw enty-tw o pouuds of potatoes. 
T he largest potatoes were dug from the fifth 
row. 
I f the ground had been richer in fer­ 
tilizin g m atter the cu t potatoes w ould have 
undoubtedly given a better yield. 
I believe 
th e m ajority of the farm ers of m y State 
should plant either w hole potatoes or those 
w hich have 
been cu t in halves. 
Farm ers 
should plan t only good, large, nice, m arket 
potatoes, and should bear in m ind that the 
quantity of -seed to be planted m ust depend 
largely upon the fertility of the soil. 
T he 
richer I" 
the ground the less seed needs to be 
used.—[T he C ultivator. 
A T t t l T rial WUU Potatoes. 
H avin g been requested by many growers of 
potatoes from different parts of the country to 
m ak e a test trial of several new varieties of 
potatoes, etc., I prom ised to do so; and here 
lend yon m y report of the sam e. 
In order 
that all 
the varieties that entered the race 
should have a fair and equal chance, I cut 
from each variety of potatoes HOO sin g le eyes 
and cot them from potatoes w eighing five to 
six ounces each. 
They were all planted M ay 
2 in U rich, sandy loam soil, on which I used 
at the rate of ten loads of baru-vard m anure 
to the acre; no other m anure w hatever was 
used. 
T he potatoes were planted iu rows IOO 
feet long, side by side, three feet by one foot 
apart iu the row, tw o eyes to each h ill. 
The 
rows 
were 
marked 
seven 
inches 
deep 
w ith 
a 
plough, 
and 
the 
seed 
dropped 
seven 
inches 
below 
the 
surface 
level, 
and 
covered 
about 
three 
inches 
deep. The different varieties are u o w a ll ready 
and even-handed in th e race, and all m u st 
•bare alik e in the weather that follow s. 
A 
few days' difference in plan ting som etim es 
m akes a difference of m any bushels in the 
crop. 
N early every h ill show ed sprouts ten 
days from planting. 
T he seed w ere, all cut 
five weeks before planted, dusted with plaster 
an d lim e and spread on boards in Ute cellar 
and stirred frequently to keep them from beat­ 
ing, esp ecially when in large piles. 
B y this 
method with m e potatoes ripen ten to fourteen 
la y s earlier than if cut aud planted green. 
They were cultivated tw ice and hood tw ice, 
and dusted w ith plaster and paris green twice, 
t h il was all. 
For each variety four and one- 
half pounds were w eighed out for the IOO 
kills, and all over 2 0 0 eyes from each Find 
were discarded. 
H ere are the w inners in the 
order in w hich they cam e out in the tacet 


I Number of hills.. 


j Whole number of 
pounds............... 


► 
I t 


H 
a ® 
! ® 
: ® 
. -* 
'• E 


Rate 
per 
acre, 
bushels............... 


I. Rose's New Seedling......... 
KOO 
375 
3*4 
907 
2. Magnum Bonum.................. 
IOO 
320 
3V* 
780 
3. Mammoth P earl.................. 
IOO 
288 
a 7 s 
OOO 
4 . Gipsy....................................... 
IOO 
287 
27/g 
005 
6. Dunm ore................................ 
IOO 
255 
2rig 
004 
6. White R ose........................... 
IOO 
220 
21/4 
645 
7. Pride of Am erica................ 
IOO 
225 
214 
644 
8. W hite Elephant................... 
IOO 
180 
I J? 
453 
9. Grange................................... 
IOO 
185 
l 7/8 
452 
IO. Extra Karlv Verm ont....... 
lo o 
176 
1»4 
423 
l l . Beauty of Hebron.............. 
IOO 
173 
I 3/* 
422 
12. Snowflake.............................. 
lo o 
162 
l i a 
307 
13. Early R o se ............................ 
IOO 
150 
I Va 
863 
14. Early Ohio.. — >.................. 
100 
ICI 
I 
242 
2 Champlain potatoes m ade.. 
28 
50 
2 
484 
ti W hite Star potatoes m ade.. 
20 
36 
I 3/* 
422 
I Watson Seedling made......... 
12 
18 
IV* 
302 
4 Rocky Mountain Rose made 
40 
105 
4 Va 
HUS 
M ost o f th e varieties here nam ed ripened 
nearly with the Early Hose; all w ithin three 
m onths from planting, excep t the W hite E le ­ 
phant, G ipsy, lin n more, M am m oth Pearl aud 
G range, all of w hich ripened nearly four and 
on e-h alf m onths from planting. 
The heaviest 
•ii«gle potato was the M aguum Bonum , w eigh­ 
ing three and one-half pounds. 
The next wag 
a R ocky M ountain R ose—three and one-six­ 
teenth pounds. 
M ammoth Pearl. R ose’s Seed­ 
lin g , G ipsy, W h ite Rose and W hite E lephant 
were all nearly alike, w eighing two pounds 
each. 
T oe largest yibers of the other sorts in 
the race w eighed one aud one-fourth to oue 
and ibree-fourth pounds each, except E arly 
O hio, which weighed three-fourths of a pound. 
I w ill sav that I consider the \ \ bite Rose and 
Pride of A m erica, as to yield and for the table, 
both alike, and there was no difference in m a­ 
turing; both are good keepers and free from 
rot, and both are super-excelleD t tor the tuhle. 
R ose’s Seedlin gs 
are very 
even 
in 
size, 
sm ooth and handsom e as a peach; they are 
extra good for the table boiled or baked— 
none better. 
Their yield is w onderful; from 
two aud a quarter bushels planted M ay 2, bv 
Jivid ing som e of the eves, the yield, when dug 
iu .July 18, was 1 3 6 bushels, and they all 
•lustered com pactly in the centre of tile hills. 
They are the l»est of keepers and free from 
to*. 
Rocky M ountain Rose is equal in all re­ 
flects; and i i i 
this test 
it proved a 
latter 
field er, averaging over lour pounds to the bill. 
M am m oth Pearl and G ypsy are Doth extra 
good for the table and im m ense yielders, great 
keepers and free from tot. 
W hite E lephant, 
ltunuiore, G tan ge. C ham plain, E xtra Eurlv 
V erm ont ana Beauty of Hebron, are all good 
yielders, all superfine, and are good for the 
table. T he M agnum Bonum on m y soil ripens 
ahead of the Early Hose. 
For early or late 
planting, for w ithstanding drought, for d o se 
planting aud for field and even n ess in size, 
ss w ell as for keeping qualities and for the 
table, esp ecirily when 
baked, also for use 
when tw o-thirds Bro VU, when it w ill boil and 
puke m ealy— for all these qu alities com bined, 
the M agnum Boti urn has no equal.—[A lfred 
Rose, in Rural N ew Yorker. 
E n r lv I’otH toc*. 
T he high price of potatoes w ill encourage 
sultivaiors ta m ake unusual exertions to get 
new 
potatoes 
large enough to sell at the 
earliest m om ent j 
-.'Ible. 
Those who have 
warm light land w ill 
be able to plant m uch 
earlier in th e *010.011 thou those who have 
univ cold heavy land; but if the potatoes be 
planted 
in a 
hotbed the m iddle or last of 
A pril, and set out the last of May, a crop 
m ill be obtained on heavy land 
nearly as 
early as on lig h t land planted without start- 
iu-i the seed iu a bot Led. 
Seed for sprout­ 


ing should be cut to 
tw o good eye* and 
placed in the hotbed from tw o to four Inches 
apart, according to the size it is intended 
to let them grow before transplanting. 
The 
day 
before the 
plants are rem oved 
thev 
should receive a heavy watering. 
In rem ov­ 
ing the plants a cutter of the 
proper size 
should be used, and the plants lifted w ith a 
m ason’s trowel and placed in a sh allow box, 
settin g them so near each other th at they can 
be transported without distu rb ing the earth 
around the roots. 
W ith a little care plants 
can be transplanted without stopping their 
grow th, and done very rapidly too. 
P lan ts 
started in a hot-lied, and thus planted out on 
cold land, w ill lie several weeks earlier than 
if planted in the usual way. 
W hen the seed 
is plauted in the field without sprouting, a 
week or ten days’ tim e may be gained by 
plan ting w hole potatoes, providing not m ore 
than four of the strongest stalks are perm itted 
to 
grow in each h ill; 
the 
sm all 
weak 
stalks 
being 
pulled 
out 
soon 
after 
th ey 
appear 
above 
ground. 
W hen 
the 
pota­ 
toes 
are 
cu t 
for 
seed 
the 
seed 
ends 
should be planted by them selves, as this end 
of tho potato 
w ill produce new potatoes a 
week earlier than the other end. 
In selectin g 
seed potatoes ii is im portant that oulv good 
healthy potatoes should be selected, and those 
too that have had no long sprouts to them . 
The eves should be started ju st enough to 
m ake them prom inent; the larger the ere the 
larger w ill be tho stalk, and the larger the 
stalk ihe better w ill be the prospect of gettin g 
good m arket potatoes. 
The laud for early po­ 
tatoes should he thoroughly prepared by pul­ 
verizing and m ixin g it with a dressing of good 
m anure, 
l f fifty 
bushels of wood ashes be 
added to eig h t cords of good stable m anure 
and applied to each acre it w ill increase the 
crop and leave the land in an im proved con­ 
dition.—[T he P loughm an. 
Odd* a n d E n d *. 
Efforts are being m ade to settle the question 
as to w hich potatoes are best to plant, large 
cut or sm all w hole; also w hich end, the sm all 
seed end or the large stem end. 
Thus tar the 
evidence is if the sam e num ber of eyes are per­ 
m itted to grow in the sm all as iu the large 
potato, the product w ill be larger from the 
sm all than the large, and of equal quality; 


‘ oh 
but if all of the eyes of the sm all whole pota­ 
toes be perm itted to grow, the result is that 
the product w ill he larger than the large cut, 
but not as good, being more sm all potatoes. 
From the various experim ents that have been 
made, the conclusion is that large eyes, w hich 
are an indication of good health aud a w ell 
kept potato, is of more consequence than size; 
also th at a large num ber of stalks to a h ill 
will produce a large n u m b erof sm all potatoes; 
that the seed end will pioduco new potatoes a 
week earlier than the other end. 
T he experi­ 
m ents have not been pursued years enough yet 
to fu lly establish an yth in g; but thus far they 
ind icate as above. 
W e are not m uch in favor 
of salt for any plant, but it is stated that a 
very sm all quantity of salt iu a potato h ill 
w ill prevent scabby potatoes. 
W e have hut 
little faith in it, but shall try a few hills this 
year. 
Large qualities of salt w ill injure straw ­ 
berry or any other plants. 
The skin of tho potato is nearly im pervious 
to m oisture, and so long as it rem ains entire, 
the water is retained within, and the tuber is 
a long tim e in shrivelling. 
A s soon as cut, 
the m oisture escapes rapidly. 
If, therefore, 
the ground is dry and cloddy, and the tim e of 
planting late, it is best to nlant the potatoes 
whole. 
I f cut pieces are used as seed, it w ill 
be found th at m any of them dry up aud fa il 
to grow, and the crop is broket} by vacant 
spaces. 
By early planting in rich *nd m ellow 
eround, the m oisture is retained in the cut 
pieces, and all grow freely; and the advantage 
derived from cutting, nam ely, few er stalks 
and few er and larger potatoes, are secured 
w ithout difficulty. 


T H E CORM CRO P. 


Cera O ro w lis W ithout Hand Labor. 
F irst we m ust nam e the sw ivel plough, for 
w ithout this to lay th e furrows all one way, 
leaving no ridges or ditches to interfere w ith 
subsequent cultivation , th e best results can­ 
not be attained. 
To avoid hand labor in cov­ 
ering the seed and boeing the ploughing m u st 
be as nearly perfect as the best ploughs can 
make it. 
E ach furrow m ust be of even width 
and depth, and m ust be com pletely inverted, 
and w hat sod there may be as com pletely 
buried out of the w ay of subsequent cu ltiva­ 
tion. 
T here are several sw iv el plougns that 
w ill do m ost ex cellen t work in the hands of 
m en who know how to adjust them to the 
team and th e land. 
The m ain point is to have 
the yoke or whiffletree of su itab le length , so 
the plough w ill take ju st the right width of 
furrow. 
A s som e ploughs are better adapted 
to certain kinds 
of 
soils 
than others, 
it 
w ould he folly for us to undertake to state 
w hich 
particular plough 
would 
hest 
suit 
any certain ploughm an, w ithout first know ­ 
ing the character of 
his 
soil, 
aud 
som e­ 
th in g of his team and tackling. 
A fter the 
p loughing is thoroughly done, the disc harrow 
w ill be indispensable to follow and pulverize 
the inverted furrows without bringing the grass 
side back to the surface. There is little danger 
of u sing the disc harrow too much. 
It should 
be drawu over the grouud, being verv careful 
to keep the surface as lev el as possible, un til 
the top four iucbes of soil is as m ellow aud fine 
as a field of old grouud that was kept c le m 
aud free from weeds the previous year. 
This 
Is perfectly practicable, provided the plough­ 
ing was perfectly done and the furrows turned 
at least six iucbes deep. 
A sm oothing harrow 
w ill now be needed to m ake the surface sm ooth 
and level. 
T he m anure should have been 
spread during the operation o f pulverizing with 
the disc harrow, and should now be line and 
entirely free from coarse lum ps. 
I f the char­ 
acter o f th e soil seem s to require it, we would 
next go over w ith a good roller, which w ill 
m ake the surface still more sm ooth and level, 
and w ill tend to keep the soil and m anure 
from becom ing too dry. 
H eavy, dam p land 
would, of course, not require this operation. 
W e w ould next use the Em ery corn and gar­ 
den seed drill. 
W e m ention th is because 
WE HAVE USED IT OVER THIRTY YEARS 
w ithout finding a better one for all kinds 
of 
seeds. 
It should 
have a 
ligh t joist 
bolted across the flam e, long enough to drag 
tw o lig h t chains at tho proper distance for 
Hie corn rows, then after gettin g the first 
row straight the others w ill be also straight 
and of uniform distance apart. 
The m achine 
w ill carry a half-peck of seed 
at ouce; it 
m akes the furrow, drops, covers and rolls the 
grouud firm over the corn, and the depth can 
lie regulated by the operator from a halt-inch 
to four inches if desired. 
T he ground over 
the seed w ill be a little lower than that be­ 
tw een the rows. 
Our practice is to sow the 
fertilizer on the surface by hand atter planting 
and before the blades appear. 
Then follow 
with the sm oothing harrow or som e other im­ 
plem ent that w ill m ix it sligh tly with the soil. 
I f this harrow ing can be done at ju st the right 
tim e it w ill be fu lly oqual to one good hoeing. 
The Em ery planter w ill not drop the corn 
w holly in hills, out w ill scatter it som ew hat 
lik e drill sow ing. 
A little practice dropping 
on the surface w ill show ju st how thick the 
kernels w ill be. 
The quantity of seed can be 
regulated very nicely by the use of adjustable 
apparatus, 
l f the corn is planted tw o inches 
below the level of the surface, the sm oothing 
harrow may be-used every week till the land 
is entirely free from sm all weeds, or till the 
corn is five or six iuches high, then we use the 
cultivator or horse hoe till the tassels appear. 
There are several ex cellen t horse hoes and 
one's choice should depend chiefly upon tho 
character of the land he has to work. 
In 
sandy land, very ligh t steel teeth w ill bs pref­ 
erable, while in heavy, stony soil, stronger 
teeth w ill be more serviceable. 
Now if the 
above course be follow ed in every particular. 
a field of corn may be kept free from weeds 
with no band hoeing and with very little hand 
p u llin g of weeds; but if the grouud is but half 
ploughed, or poorly harrowed, pulverized aud 
sm oothed, the work of cu ltivation with the 
sm oothing harrow w ill not give satisfaction. 
Coarse sods w ill be dragged along w hich w ill 
break dow n, root out or cover up the young 
cora plants. 
N or can these im plem ents 
be 
used to great advantage when there are m any 
rocks or cobble stones to interfere w ith their 
tree w orking.—[N . E. Farmer. 
D onm , or Rive Cora. 
I am glad to see public attention attracted to 
the cu ltivation of Doura corn, as it is called in 
its native country, A rabia, and rice corn, as it 
is known bv m any in the U n ited States. 
L ast 
spring we were able to obtain only about a 
quart of seed, w hich planted h alf an acre. H ad 
it been dropped like com it would have gone 
m uch farther. The ground wus marked off with 
a three-rowed com-raiarker, three feet three 
inches between each row, which m ade a track 
two inches deep. 
The seed was sow n in a 


SM Ai.Lannoyanc.es in life are van ish in g through 
scien tific discovery. 
In bls Skin Cure L)r. C. W. 
Benson ot Baltim ore, Md., bas created a p erfect 
rem edy for tetter, erup tion s and scu rf on th e face 
or scalp. 
E very person usiug It will have a clear 
countenance- 


drill and covered w ith a harrow; w hen np it 
was chopped out eighteen Inches apart and one 
stalk in a hill. 
A fterw ard it was harrowed 
once and ploughed tw ice. 
Part was put on 
the poorest soil w e had, where the soil was 
washed for the purpose of experim ent, hut 
still it bore a good crop; on rich land it yields 
from IOO to 1 5 0 bushels per acre. 
A fter the 
first heads m atured the branches, which cam e 
out freely from tho join ts of the stalks, bore 
others till cut off by frosts. 
It is alm ost un­ 
affected by a drouglit w hich ruins other crops, 
and it makes very good fodder, either sown 
broadcast for that purpose or to turn cattle on 
after harvesting the grain. 
A ll anim als are 
very fond of the grain, particularly pigs and 
chickens; it is convenient, as it does not need 
shelling, besides com bin ing the properties of 
Indian corn and w heat. 
F or fam ily use it 
CANNOT BS TOO HIGHLY RECOMMENDED, 
and 
w hile 
it resem bles neither cornm eal, 
buckwheat, nor Graham Amir, it w ill take the 
place of either. 
The meal 
m akes delicious 
m ush after the style of oatm eal; ligh t, tender 
pancakes, and ex cellen t hot bread m ade with 
egg, sour m ilk, a little shortening, salt and 
soda, lik e the N orthern 
johnny-cake 
and 
Southern “egg bread.’’ 
Sw eeten and flavor 
the sam e m ixture, and it is a delicious plain 
cake. 
It Is also as nice as cracked w heat 
cooked in the sam e m anner, and equals rice in 
soup, but w ill not cook as quickly as the lat­ 
ter. 
My experim ents in the way of preparing 
it were cu t short by the loss of the m eal iu a 
fire w hich destroyed our house and nearly its 
entire contents; but I do not doubt it would be 
equally good raised 
w ith yeast and m ixed 
w ith 
rye 
for 
bread. 
I 
never 
had 
it 
ground into 
flour—only m eal; 
the m iller 
says tw ice as m uch can be ground in th e sam e 
tim e as corn. 
Ours was the w hite varie­ 
ty, w hich bears considerably less and ripens 
later than the red, but is preferred for house­ 
hold use. because it is ligh t colored, I suppose. 
I do not know th at the w eevil is more fond 
of this graiu than of any other, but it is more 
exposed to the pest’s attacks. 
"We protected 
ours perfectly by sprinkling about a table­ 
spoonful of Persian Insect Pow der In each 
sack of seed, and to keep tho m eal I laid over 
it a cloth dusted with the sam e. 
A s this pow­ 
der is not in the least poisonous, and has little 
taste, in future I shall not hesitate to m ix 
enough w ith tho m eal 
to preserve it. 
The 
above precaution is probably onlv necessary 
at the South, where the grain w eevil is more 
destructive than in northern latitudes. I have 
found this w ill keep insects from all kinds of 
seeds. 
T w enty-five cen ts’ worth, 
bought of 
the druggist Iii hulk, w ill destroy and prevent 
an im m ense am ount of insect life; if kept in a 
tigh t tin box it is good som e tim e—m ine was 
effective after tw o years. 


CLO VER A S A F E R T IL IZ E R . 


A ll Plant* D raw Much of T heir Food from 
the Atm osphere, 
and o f those usod in 
agriculture none are 
exceeded by clover in the large proportion of 
n u trim ent thus derived. 
In th is respect other 
legum inous crops are m uch like red clover. 
H ere w e include all the clovers, 
vetches, 
beans, 
peas, «ainfoin, 
lup ins 
and lucerne. 
T o keep up the 
fertility o f our soil we 
m ust restore to it phosphoric acid, potash, 
nitrogen 
and other substances 
w hich are 
found in farm crops. 
O f the three very im ­ 
portant and valu ab le substances ju st nam ed 
nitrogen is the m ost precious and costly to 
obtain. 
In various places there are 
abun­ 
dant supplies of potash and phosphoric acid. 
A s may be said, th ese are “ in sig h t.” 
A gri­ 
cultural chem ists are now stu d yin g on the 
problem of the future supply of nitrogen for 
agricultural purposes. 
So far clover seem s to 
be 
the im portant factor in this problem. 
W hole crops of clover are often ploughed un­ 
der to restore or keep up the fertility of the 
soil, but I ara safe in sayin g that it has been 
proven a better practice to cut off tho clover, 
feed it aud use the m anure, than to plough un­ 
der the w hole crop 
In other words, for va­ 
rious reason, 
all of 
w hich may 
not seem 
plain, it has been show n that ploughing under 
a clover stubble is follow ed by about as good 
results (often better) as though 
the whole 
crop 
was turned under. 
A gain, 
Vcelcker 
shows that “ land on which clover has been 
grown for seed in the preceding year yields a 
better crop of wheat than it does when the 
clover is m own tw ic e 'for hay, or ev en once 
only, and afterwards fed off by sheep.” 
Bays 
Dr. Vcelcker in 
the Journal of the R oyal 
A gricultural Society of E ngland: 
I . A good crop of clover rem oves from th e soil 
m ore potash, phosphoric acid, lim e and other 
m ineral m atters w hich en ter into the com position 
o f the ashes of our cu ltivated crops than any 
other crop usually grow n in th is country. 
ti. There is fu lly three tim es as m uch n itrogen 
in a crop o f clover as in th e average produce of 
th e grain and straw of w heat per acre. 
J. Clover is an ex c elle n t preparatory crop for 
w heat. 
4. D uring th e grow th of clover a large am ount 
of nitrogenou s m atter accum ulates in the soil. 
6. This accum u lation, w hich is g rea test In the 
surface soil, is due to decaying leaves dropped 
d uring th e grow th of clover, and to an abundance 
of roots, con tain in g, w hen dry, from I Va to 2 per 
cent, of nitrogen. 
G. The clover roots are stron ger and m ore n u ­ 
m erous, and m ore leaves fall on the ground when 
clover is grow n for seed than when it is m ow n 
for hay; In con seq uence, m ore n itrogen Is left 
do 
after clover seed than a lter nay 
7. This crop causes a large accum u lation o f 
n itrogenou s m atters, w hich are gradually ch an ged 
in the soil to nitrates. 
8. 
C lover not only provides an abundance of 
nitrogenou s food, but d elivers th is 
food in a 
readily available form (os n itrates; m ore gradu­ 
ally and con tin u ou s.y, aud w ith m ore certain ty 
of a good result, it such food be applied to the 
land in th e shape of uitrogeuou s sprin g top- 
d ressiugs. 


R A IS IN G OATS. 


Oat* Ar* One of 
the Im portant Staple 
Crop* of Our Country. 
The census figures of 1 8 8 0 g iv e tho wheat 
crop at 4 5 9 ,5 9 1 ,0 9 3 bushels, aud the oat crop 
at 4 0 7 ,9 7 0 ,7 1 2 bushels, or only about l l per 
cen t less. 
Oats require good soil well pre­ 
pared. 
W ith favorable weather a fair crop 
may be grow n on m oderately good land, illy 
tilled , but under such conditions it is an un­ 
certain, unsatisfactory crop. 
Sm aller farmers 
a t t l e E a st usually sow oats after potatoes. 
Then tho stubble, w ith a dressing of, say six 
cordg, of m anure, is turned under for com , to 
be follow ed w ith potatoes, h a v in g only ashes 
and plaster or other “ hand m auure.” 
The 
third 
year 
the 
laud 
is 
“ laid dow n” to 
grass w ith an oat crop, 
l f the soil is poor, 
som etim es a little fine m anure is ev en ly spread 
over 
the 
lig h test 
portions, 
or 
over 
the 
w hole, the aim being to 
“ev en 
off” the 
field to secu ie a uniform stand and quick 
start. 
T he am ount of tillage u su ally given 
is very little— sim ply once plou ghing and har­ 
row ing; then harrow ing in the seed. 
Som e­ 
tim es a rough soil needs more harrow ing, and 
perhaps rolling, but it rarely gets it what­ 
ever the necessity, and y et we see very fair 
crops gathered, and a good stand of tim othy 
and clover follow . 
E very farm er w ishes to 
sow oats that 
w ill staud up, fill good and 
yield w ell 
both iii 
straw and grain 
The 
hiltless oats offer no advantage, for we want 
them for horSe teed, and for this tho h u lls are 
rather an advantage. 
M ost farmers feed the 
straw either threshed or unthreshed, hence a 
kin d having strong, leafy straw is to he sought. 
N ew varieties are beiug constantly pressed 
upon our attention. 
M ost successfu l farmers 
are content with good, bright, heavy A m eri­ 
can oats, if possible brought from a northern 
locality. 
T hese should he w ell w innow ed aud 
screeued, so as to 
SOW ONLY THE HEAVIEST THIRD OR HALF 
of the sam ple. 
W hen oats are bought of the 
seedsm en at a high price one eau hardly afford 
to w innow out half. 
The result is that good 
houie-raised oats, or those bouglit at the m ill, 
cost less and are w orth more than those bought 
at a high price. 
W o have had good success 
with both tho Surprise and the Probstier oats, 
both of w hich have beeu grown long enough to 
he reasonable in price, and a little inquiry 
among good farmers w ill enable even a novice 
to purchase his seed oats at a m oderate price, 
so that he can select one-third for sow ing and 
feed the rest. 
H e may at the sam e lim e buy 
a few of the high-priced kinds of his favor­ 
ite seedsm an, give them each a fair chance 
on good soil, aud have seed of his own rais­ 
ing for next year. 
I t is exceedin gly im ­ 
portant to sow oats early, as soon after the 
frost is out, as tho laud is dry enough to he 
ploughed. 
There is great advantage in thor­ 
ough tillage if the land be drv, tw ice plough­ 
ing and m ost thorough harrowing. 
H ence 
fall ploughing is to he recom m ended on all 
stiff or clay land. 
If grass seed is not to he 
sow n, leu rowing with the “sm oothing har­ 
row” should he continued at frequent inter­ 
vals un ii the oats are at least eight iuches 
high, esp ecially if the land is weedy. 
It is 
usually w ell worth w hile to do tins, and to 
seed dhwn with grass seed alone in A ugust. 
It gives a belter crop o f oats, few er weeds go 


to seed, aud a better and evener catch of grass 
w ill follow , w ith very little danger of burning 
out. 
T he self-sow ed oats w hich are alin o-t 
sure to cover the ground protect the young 
grass, w hile the oats are killed by the frost, 
th e dead plants form ing a good m ulch for the 
grass during the winter fo llo w in g .— [A gricu l­ 
turist. 


C U L T U R E OF M IX E D G R A SSE S. 


D e the Farber* F ar Sufficient A ttention to 
thl* Mal terr 


In v iew of 
the Increasing 
num bers of 
blooded horses, cfltile and sheep w hich are 
b eing ann ually raised in 
N ew York and 
adjoin in g States, also the large im portations 
OI 
the 
above, 
particularly cattle, 
w hich 
are seem in gly on 
the increase each suc­ 
ceeding year, we may very properly ask the 
qu estion if there is a corresponding acreage of 
m eadow and pasture lands laid dow n to m eet 
the wants o f the rapidly in creasin g num bers o f 
exp en sive and well-cared-for anim als, and if 
not, w hat breeders and owners o f stock w ill be 
dependent on in lieu of hay and pasture for 
their support. 
In answ er to th e first question 
I m ay safely assert w ithout any fear of contra­ 
diction, th at there is n ot provision m ade for 
the faecessary supplies of hay and pasture soon 
to be needed. 
A ssum ing in reply to the latter 
qu estion , 
that owners o f 
large herds are 
chiefly dependent on ensilage as food for their 
cattle, the necessity and w ant o f hay to coun­ 
teract the injurious effects of constantly feed­ 
ing soft and watery food, whether ensilage, 
roots or soft food of auy kind, becom es quite 
apparent. 
A s a rule, farmers set a high value 
on, aud have a decided preference for, hay as 
a con ven ien t and excellen t article of food for 
stock, and justly so. 
T he great drawback, 
how ever, 
to its general and liberal use by 
farm ers 
in 
the 'N orthern 
States, 
is 
the 
great 
expense attending the raising it in 
sufficient quantities for m ain feed in g pur­ 
poses. 
B ut this only applies to tim othy, 
w hich is a course grass, a gross feeder,land con­ 
seq uently a great im poverisher of the soil. 
Custom and prejudice, 
how ever, favor the 
raising of tim othy, and u n til these are not 
heeded hay w ill he used sparingly. 
S low ly 
and surely, however, these harriers of progress 
are being underm ined, when the natural system 
of grass culture w ill supersede the artificial 
one, aud a com bination of the superior grasses 
in m ixture sown in our fields w ill he the rule, 
as it is now the exception. 
G reat benefits are 
lik ely to result from the adoption of this sys­ 
tem of grass culture, and particularly w ill it 
recom m end itself to farm ers 
of 
moderate 
m eans, in less manure being required, when 
seeding dow n to ensure a good crop, as com­ 
pared w ith tim othy; and in rapid and early 
grow th, being fit to cut by the m iddle of Jun e, 
and y ield in g a fine afterm ath, w hich is not 
injured by moderate pasturing in Septem ber 
aud October, which tim othy w ould not afford 
under any circum stances w ithout being seri­ 
ously injured; also in producing fine, luxuri­ 
ant nasturage when used for th at purpose in 
the early Suring months, when so m uch needed 
for cattle, sheep, colts and fillies. 
To breeders 
and owners of fancy stock this hay and con­ 
venience of early pasturage are in valu ab le. 
W hen properly cured the hay is nutritious, 
sw eet sm ellin g, eagerly sought after and eaten 
by stock of all kinds, both young aud old. 
W hen thoroughly known and understood the 
benefits of th is system w ill soon assert them ­ 
selves in the yearly increasing areas o f luxu­ 
riant m eadows aud rich pastiiro fields, to bo 
SEEN AND ADMIRED WITHIN THE BOUNDARIES 
of our fertile N orthern, States, 
B ut a new 
departure m ust be takeu before th ese needed 
and m uch to be desired results are reached. 
For, if the evidence of the past is to be taken 
as a criterion of the future developm ent of 
grass culture, the second century of indepen­ 
dence w ill look down w ith pity, not un m in­ 
gled with disappointm ent, at the slow prog­ 
ress w hich has been made in th is m ost impor­ 
tant branch of agriculture. 
From the begin­ 
ning of the present century d istin guished ag­ 
ricultural 
writers, m ostly m en of practical 
experience, have beeu urging upon the farmers 
of this country the expediency of sow in g grass­ 
es iu m ixture. 
Since then this subject has 
never ceased to be discussed, agitated and rec­ 
om m ended, 
but 
in 
very 
few 
instances 
has 
it ever 
beeu 
acted 
upon. 
For 
a 
period of tw o hundred years, u n til 1 8 1 0 , Lo- 
lium perenue (perennial rye grass) occupied 
the sam e place in Great Britian as tim othy 
does with us. Previous, how ever, to this latter 
period, an opinion had long prevailed am ong 
m any of the enlightened agriculturists of that 
country that the introduction of som e of the 
best grasses w hich they possessed would ren­ 
der their meadow and pasture lands infinitely 
more valuable than they were. 
In accordance 
w ith these view s they endeavored to ex cite the 
farm ers to collect aud cu ltivate seeds of this 
sort, w hile others attem pted to attract them 
by the offers of prem ium s; 
but neither the 
w ritings of the one, how ever convincin g, nor 
the premium s of the other, how ever alluring, 
were for a tim e productive of the desired re­ 
su lts. 
W hat pen failed to accom plish, the 
sword 
was 
the m eans of bringing about. 
T he 
great 
dem aud 
for 
beef 
cattle 
for 
her 
people 
at 
hom e 
and 
her 
arm ies 
in 
the 
field, 
and the high 
prices 
which 
fancy stock were rated at, as evidenced by the 
large am ount realized at the great sale of 
Charles C ollins’ short-horns in 1 8 1 0 , caused 
the breeders of these anim als to turn their at­ 
tention to the cu ltivation of the superior 
grasses, thus inaugurating a system of grass 
culture which continues dow n to the present 
day, and which has added to the w ealth aud 
developed the agricultural resources of that 
country to an exten t unparalleled in agricul­ 
tural history. 
It is to be hoped th at the 
necessity w hich exists at present of providing 
for tho wants of the large num bers of stock of 
all 
descriptions 
scattered throughout the 
N orthern States, w ill ind uce their owners to 
enter upon a system of grass culture, w hich 
has beeu thoroughly tested, and 
w hich has 
given such universal satisfaction to the in telli­ 
gen t agriculturists and shrew d, practical farm ­ 
ers of the B ritish isles.— [Country G entlem an. 


M IL L E T . 


A Favorable Opinion. 


Som e ten years’ experience in grow ing m il­ 
let for a forage and hay crop has given me such 
a favorable opinion in regard to it that I think 
it is more profitable to farm w ith out meadows 
—relying upon clover in rotation w ith other 
grain crops aud m illet, to supply the want of 
tho stock for fodder— than to devote so much 
laud to meadows. 
I f the silo is to become a 
dem onstrated n ecessity to cheapen food for 
opr cattle, I giv e it as my opinion th at German 
m illet will prove fu lly ai successfu l a crop to 
ensilage as coru fodder. 
It is a crop that re­ 
sponds to fertility—the richer the land the 
more abundant the crop—and when land, fresh- 
turned pasture sod, w ithout m anure, w ill yield 
from each aero five and six tw o-horse wagou- 
loads as large in size as a com m on team can 
draw, the green 
m illet for the silo w ould 
anout, if not fu llv , equal ary of the boasted 
fields of fodder coru. 
T his crop is rich in the 
album inoids so essen tial for the production of 
m ilk, and I know o f no dry food th at is more 
valuable, and I esteem it above th e host tim o­ 
thy or rediop for that purpose. 
I would say 
th at when I can get the Germ an m illet I sow 
thM in preference to H ungarian. 
I u su ally 
obtain my seed in C leveland, of a reliable 
seedsm an. 
If one can go to these seedstores 
him self, and know w hat lie buys, from per­ 
sonal selection, a greater certainty w ill usually 
result iu obtaining genuine G erm an m illet 
seed. 
I alw avs sow a 
fu ll bushel of fifty 
pounds per acre for several reasons: 
W hen 
•ow n thickly the growth is more to foliage 
than to stalk, and by crow ding a finer quality 
of fodder is produced. 
The price of seed usu­ 
ally ranges from 9 1 2 5 to 8 2 per bushel. 
A s 
last sum m er was a m ost rem arkable season to 
m ature crops, it is to he presum ed th at prices 
w ill be low tho present season. 
W h en a per­ 
son has once com m enced to raise m illet—aud 
fiuds that he h^s a genuin e variety o f auy of 
th e popular sorts—the better w ay then is 
FOR HIM TO SAVE HIS OWN SEED, 
which can he very cheaply done if he has a 
tigh t barn floor. 
A s no oue w ill usually need 
over ten bushels of seed, a fourth of an acre of 
the hest or tho crop can be allow ed to staud 
u n til thoroughly ripe. 
I t can be ea sily cut 
ami brought to the barn, and the seed, when 
dry, can he trodden out with horses or colts, 
aud then cleaned up. 
If tho seed is not all 
rem oved no loss w ill result, as the straw will 
he fed to stock. 
A nother way is to run it. 
through a threshing 
m achine, 
sa v in g 
the 
greater part of the seed. 
A n y crop th at w ill 


P r o f e s s o r It. C. W o rd , M. D., LL. D., D ean of 
th e U niversity of G eorgia (editorial in Southern 
M edical Jlecord), says: 
‘Mn view o f the favorable 
effects of tee Coca in cou n tera ctin g t h e op iu m 
h a b it , tee L iebig C o.’s Coca B eef Tonic is adm ir­ 
ably adapted for the relief o f th is u n fortu n ate 
h a b it.” A lso valuable la Dyspepsia, P iles,Bilious­ 
ness. 


cu t on rich land five and six tons o f cured 
fodder, w ill draw upon the fertility o f lan d , 
no m atter w hat th e variety or kind, but th at 
it is proportionately more so than other crops 
I do not believe. 
A s a test upon this point, I 
raised five crops of m illet in succession upon 
a field th at had been badly run by a former 
owner, 
hut it gave 
about 
two 
tons 
of 
cured 
fodder 
per 
acre, 
w ithout 
m uch 
fa llin g 
off; 
though 
purposely 
I 
used no 
fertilizer. 
I should have no hesitancy in 
seeding land to grass after a crop of m illet. 
I 
should plough it, thoroughly drag aud top- 
dress w ith m anure, sow the m illet about May 
2 5 , or even ten days later, aud cut It at soon 
as the heads show ed nicely. 
T his can be done 
in eigh ty da vs, or even less, if the season is 
favorable. 
Do not replough, as the laud w ill 
be in the finest of tilth , with a firm foundation 
and a surface lik e an ash-heap. A light, sharp 
drag w ill do the work effectively iD preparing 
the land and covering th e seed, and the m auure 
cannot possibly becom e exhausted. 
B ein g 
fined and incorporated w ith tho soil, tho ma­ 
nure w ill give the young grass a finewtart. 
The plau that I would recom m end would be to 
follow the m illet w ith 
w heat, u sing som e 
standard brand of phosphate and bone-m eal 
m ixed. 
A sprlng-tooth drag w ill adm irably 
tit the land for the drill, and no reason exists 
why land necessarily fertile, and then m anaged 
as described, should not, w ith th is trifling ad­ 
ditional labor, produce two p ayin g crops— the 
w heat and 
the 
clover—after 
th e 
m illet. 
—[Country G entlem an. 


W H A T F A R M E R S SH O U L D 
K N O W . 


T i m e l y H in t* an d V a l u a b l e S u gg estio n *. 
To the definite qu estion bow to get eig h t 
acres of crop from four acres o f land n ext sum ­ 
mer we can give a definite answ er. 
8 o w early 
in the spring, as soon as th e land can be m ade 
fine, m ello r and rich, five b u sh els of clean 
oats per acre. 
S ix to eig h t hundred pounds 
per acre of som e k in d o f com plete fertilizer 
ough t to bring a good crop of oats, as m any as 
can stand w ithout lodging. 
I f th e seeding is 
finished about the m iddle or la st o f A pril the 
fodder w ill be fit to cut for hay early in J u ly , 
perhaps by the first w eek. 
A s soon as the 
crop is off plough, spread the sam e am ount of 
fertilizer and sow three bushels of barley per 
acre. 
T h is w ill be ready to cut early in Sep­ 
tember. 
Then plough again, spread the sam e 
am ount of fertilizer ( 6 0 0 to 8 0 0 pounds per 
acre), and sow two to four b u sh els w inter rye 
per acre. 
T his w ill be ready to cu t the follow ­ 
in g M ay or Ju n e. 
F or these three crops you 
w ill have applied from 1 8 0 0 to 2 4 0 0 pounds 
of good fertilizer per acre w ithin one year, and 
had three crops of roots and stubb le to turn 
under by ploughing. 
Can there be any doubt 
that the land is richer than when the cu ltiva­ 
tion com m enced? T he second year corn mav 
be grown after the rye, and if cut up and 
stooked early iu Septem ber, a good crop of 
fodder m ay be had in addition to the grain. 
T his m ay be follow ed by w inter rye or w heat, 
or, instead of the corn crop, the rye may be 
follow ed by the sam e rotation as to e previous 
year, oats and barley. From three to four tons 
ought to he the sm allest yield of the tw o crops 
of oats and barley per acre the first year, 
w hich at present prices of hay m ust he worth 
as m uch as the cost of the fertilizer, and prob­ 
ably considerably more. 
T he cultivation w ill 
he no more exp en sive than for ploughing in 
green crops on the sum m er fallow w ithout any 
crop. 
I f the land is constantly grow ing better 
under such a system , and if the crops grown 
are consum ed on the farm , there’w ill soon be 
m anure enough m ade to keep the laud fertile 
w ithout th e purchase of fertilizers. 
N ow to 
us this seem s to be a very plain, clear case, but 
it calls for a little capital to start w ith, and we 
know of no w ay to avoid tho ca ll excep t to 
forego the results. 
M any now, at the approach of spring, who 
h ave experienced two successive seasons of 
alm ost unparalleled drought, are inq uiring as 
to w hat can be sown to take the place of our 
custom ary clover and tim othy, so essen tial for 
hay supply and pasturage, as w ell as for green 
m anuring for a su ccessfu l grow th of w inter 
wheat. 
T his question has been answ ered by 
m any in the sow ing of corn, G erm an m illet, 
H ungarian grass, etc., and where grow n es­ 
pecially tor a fodder crop, and thoroughly 
ton ed 'so as to develop its true m erits, the 
H ungarian is still ju stly en titled to the favor 
w ith which it has been received in years past. 
A lth ough more than two decades have passed 
since its introduction to th is country, compar­ 
a tiv ely few farm ers have personal kn ow ledge 
of its value, ow ing, perhaps, to a prejudice 
form ed by unfavorable reports occasionally 
published relative to injurious effects on feed­ 
ing to stock, esp ecially to horses. A C onnecti­ 
cut correspondent, Mr. Br C. A rnold, recently 
reporting Jus first experience, in 
the past 
year, says: “ W h ile it was growing, it was 
recognized bv an 
acquaintance, 
w'ho 
cau­ 
tioned me again st feeding it tq horses w ithout 
first threshing out the seed, as he had know n 
at the W est a 
high 
feeding to 
founder 
horses, though a good feed whon threshed, 
but perfectly safe, threshed or not, for cattle. 
I cu t ju st as the earliest heads com m enced 
turning; yield , 
two and one-h alf tons per 
acre. 
I com m enced feed in g freely to horses 
as soon as it was iu the barn, and have not 
only seen no unfavorable results from it, but 
they seem to lik e it as w ell as any other hay I 
have ever fed, but a less quantity seem s to an­ 
swer the sam e purpose.” 
Mv ow n second 
year’s experience would be additional proof of 
the high estim ate of the worth of this grass, 
though for a fodder crop I would recom m end 
cutting it when fairly headed; ju st before, if 
possible, any of the first beads begin to turn. 
Properly cured, aud placed beside the hest 
tim othy hay, it w ill he preferred every tim e by 
cattle aud horses. 
W ith perfect confidence I 
would again recom m end this grass to all who 
are fearful of a short supply of fodder the 
com ing 
winter, 
and 
for green m anuring; 
the results have fu lly m et the expectations of 
those w ho have tested it. 
Sow about three 
pecks per acre, soon after corn plan ting, on 
any land suitab le for usual spring crops; cut 
and cure as custom ary in securing clover hay, 
and m y word for it, the satisfaction expe­ 
rienced in w itnessing th e avidity w ith w hich 
it is eaten by all farm stock w ill am p ly repay 
you for th e trial. 
To grow raspberries su ccessfu lly, select good 
soil, w ell underdrained. 
I have known them 
to do adm irably in alm ost any soil, provided 
it is rich and not wet. Plough as you would for 
any other crop— the deeper the better, lf your 
soil w ill adm it of it; harrow w ell; plough out 
furrows six feet apart, and plant in said fur- 
ck 
rows three feet apart. 
B lack raspberries are 
usually planted sh allow , an inch or two deep. 
I f it is your intention to tie up your canes, 
that may 
be deep enough; but if you w ish 
them to he self-supporting, you m ust plant 
them deeper, not less than three inches; and 
even then, in after-culture, 
work 
the soil 
towards them . 
B y so planting, I never have 
any trouble. 
A bout the second year I pinch 
back 
the 
tips 
of 
th e 
grow ing 
shoots 
w hen 
from 
tw enty to tw euiy-four inches 
high. 
T h ey 
then 
cease 
to 
grow 
in 
height, 
but 
throw 
out 
laterals 
in 
all 
directions, 
balancing 
and 
supporting 
the 
main stem effectually. 
The fo llo w in g spviiig, 
early in the season, w ith sm all pruning shoars, 
I cut back all laterals, lea v in g them from ten 
to tw enty inches in length. 
I then cultivate 
as often as it is necessary to keep them clean, 
free from grass and weeds, up to A ugu st, after 
which I let them rest. Red raspberries I plant 
sam e distance as black, 3 x 0 feet. 
T h is takes 
ju st 2 4 2 0 plan ts to the acre. 
I do not cut 
back the canes of red varieties u n til the fol­ 
low ing spring. 
Strong grow ing varieties, lik e 
lim Turner, may be cut hack during the season 
of growth when about three feet high. 
Oibar­ 
w ise thev m ay grow from seven to eig h t feet, 
as I have seen them grow, n ecessitatin g the 
cutting away of too m uch wood in the spring. 
I allow my red raspberries to grow in rows, 
though not too thick. 
Treat suckers as you 
would weeds (uuless you w ant plants). 
Cut 
them out betweeu tho rows when young aud 
tender.—[N. Chimer. 
W here raspberries and blackberries are m ade 
subjects of special culture on a large scale, the 
canes are rendered stiff enough to De self-su p ­ 
porting by a pinching of the ends, w hich m ust 
be given and repeated in tho righ t nicks of 
tim e—when the main canes are thirty to thirty- 
six inches high, and again when the branches 
are ten or tw elve inches. T his course increases 
tho production apd the size of the berries. 
In 
a eardeu where these plants share w tth m any 
other things the lim ited care w hich can h9 
sp ired to all, this m ethod is less applicable, 
especial Iv as the growth is often very rapid 
m d luxuriant in the high ly-m an ured soil. 
Stakes 
or 
fram es 
of 
som e 
sort 
are 
therefore 
usually 
resorted 
to, and the fre­ 
quent readjustm ent and renew al 
of these, 
and their unsightly appearance when leanin g 
out of place, m ake their use a trouble. 
The 
season for seeing to the hearing trim of these 
prickly good things is at hand. Mr N ath an iel 
Pease of Illin ois sends tim ely m ention of a 
cheap and neat support o f wire w hich he has 
u-ed with m uch satisfaction. 
H e sets stakes 
four feet long i,p the row about forty feet apart; 
the tops of the sty stakes being about three feet 


high, and th is is all the d istin ctly v isib le su p ­ 
port 
H e uses ann ealed wire, such as is used 
for binding grain; fasten! an end to an end 
stake, and carries the spool outside of the 
bushes to the next stake, where it is tied, and 
so on all round to the place of 
beginn ing. 
W here necessary, the wires are tied togeth er 
at points between the stakes. 
T h at holds all 
in place. 
W hen he trim s the canes in M arch 
he cuts the ties, draws the long wire out, w ind­ 
ing it on a shingle, does the needed pruning. 
aud then replaces the wire. 


Sandy soil is tho only k in d that I k n ow of 
adapted to the radish. 
I ad vise th ose who 
have not sandy soil to haul a load or tw o of 
sand. 
In alm ost any w ater-course a few loads 
of sand can be found. 
I f your land is clay, 
add enough 
w ell-rotted m anure to m ake it 
very rich. 
Spade six or eigh t in ch es deep, 
m ixin g w ith the m anure, and pu lverize w ell. 
Then put on the sand from four to eig h t inches 
deep (south end of bed four, the north eigh t); 
m ake it fertile by adding fine, rich m anure. 
A radish 
m ust have a rapid grow th to he 
brittle. 
F irst early should be planted as soon 
as the grouud is in good condition to work, 
and if they should got k illed it is no great 
loss. 
P lan t again as soon as th e ground 
thaw s. 
I t is only a short job to cover them 
w ith boards or straw. 
B y so doing we havo 
had them iu coru planting 
tim e. 
It takes 
quite a freeze to k ill them . 
For early 
use 
plan t early varieties. 
W e prefer the F rench 
B reakfast and L ong Scarlet Short Ton. 
F or 
w inter, C hinese W in ter R ose and Long B lack 
Spanish (I had one o f the latter that w eighed 
sixteen pounds, perfectly solid), 
r ia n t early 
varieties in drills ten inches apart and from 
tw o to three inches apart in the rows, and w in ­ 
ter varieties fourteen inches apart and from 
four to six inches apart in the row. 
Tho 5th 
of A u gu st is about th e righ t tim e to plant. 
P la n t in depth according to the condition of 
the ground. 
If it is m oist to the surface, one- 
T J 
' ‘ 
~ 
.................. 
h alf inch is a good depth. B u t if it is dry, go 
down u n til m oisture is found, if you have to 
go three or four inches. 
H oe ofteu. 
F or w in ­ 
ter use pull before bard frost, i. e., to freeze 
them . Bury in m oist earth in alternate layers. 
By so doing we have them now in perfection. 


W ool is classed as fine, m edium and com b­ 
ing. 
F in e wool is from M erinos and th eir 
f 
rades; m edium is from native sheep , South 
towns aud other D ow n breeds; com b in g is 
from 
C otsw olds, 
L incolns, 
Leicester* 
and 
their grades. 
A grade o f M erino 
wool 
is 
called delaine, because it is used for m ak in g 
goods known as delain es; it is of longer staple 
and less curl than the ordinary m erino fleece. 
F in e wool is used 
for 
broadcloths, la d ies’ 
clothing goods aud the best underw ear; me­ 
dium wool is used for m en’s com m on clothing, 
hosiery, shaw ls, 
b lan kets, and the poorest 
grades, chiefly im ported, as we have none so 
poor, are used for carpets. 
C om bing wool is 
used for m en’s goods, for worsted goods, al­ 
paca cloths, braids and sm all wares, and the 
fin est for huntings, for dress aud the stars and 
stripes, w hich, for the first tim e in our history, 
are now m ade of n ative wool. 
W ools are 
graded according to their fineness, strength 
and qu ality of fibre, and their fitness for cer­ 
tain uses. 
There are m any kinds of wool in a 
fleece, and a person exp ert enough to sort out 
a ll these kinds is 
paid very h ig h ly for his 
work. 
T he various grades of wool are super­ 
fine, fine, m edium and coarse. 
In our m arkets 
wools are classed as super, or choice Saxony, 
eq u ivalen t to X X ; fu ll-blood M erino, equiva­ 
len t to X ; three-quarter or half M erino; quar­ 
ter M erino; com m on and com bing. 
W e have never applied cotton seod as a fer­ 
tilizer esp ecially for onions, though we have 
seen it used in a general w ay for vegetables 
w ith satisfactory results, and have found it 
beneficial to everyth in g, excep t du rin g such 
dry years as this, when it is lik ely to do more 
harm than good, 
burning and 
prem aturely 
ripening the crop. M uch the better w ay w ould 
have been to com post it w ith stable m anure in 
about equal 
proportions; 
but, 
as 
the case 
stands, we would apply it broadcast at the rate 
of IOO bushels per acre; plough it under, g iv ­ 
in g a liberal dressing of wood ashes— forty to 
fifty bushels per acre—after the ouions are up. 
Should the weather be favorable to the germ i­ 
nation of cotton seed im m ed iately after apply­ 
ing, but little benefit w ill be derived from its 
use. 
Good results 
w ould follow if, as the 
weather becom es colder, a slig h t furrow was 
opened close along on each side of the rows in 
w hich the cotton seed 
has been placed and 
covered by turning the so il back again. 
E xperim ents have dem onstrated th at cook­ 
in g food adds to its valu e about 2 5 per cent, 
for fattening pigs. 
From th is apparent gain 
m ust be taken the m iller’s toll, one-tenth, and 
the cost and labor of cooking. 
Very few farm ­ 
ers 
practice 
cooking, 
notw ithstand ing 
the 
increase of the food value. 
T hey do not con­ 
sider that it pays, or else they d islik e the 
trouble. 
In old tim es, w hen farm ers figured 
closer than they do now, it was an alm ost uni­ 
versal custom to cook a ll the food for pigs. 
P igs w ill eat more and digest it better w hen 
food is slig h tly ferm ented. 
This also necessi­ 
tates grinding, and on this account it is not 
generally practiced. 
I t w ill undoubtedly pay, 
as the extra gain would more than equal the 
tribute to the m iller. 
W hen pigs eat a large 
am ount of m eal in a raw state and not soured, 
it w ill ferm ent more or less in the stom ach, 
aud this condition tends to destroy the appe­ 
tite aud to produce scours. 
T he tim e at 
w hich hay is m ade is of th e 
greatest im portance, as the young plant alw ays 
contains a larger per cent, of album inoids and 
less crude fibre than w hen they are at a more 
advanced stage of grow th. 
O xen w ere fed at 
M ockeru, in G erm any, w ith clover cut before 
flowering, M ay 2 0 ; then with clover cut after 
flowering, J u n e 7 aud Ju n e 20 , they digested 
respectively 7 1 percent., (35 and 59' per cent. 
of the album inoids, and 5 1 per cen t., 4 7 am i 
4 0 per ceut. of the crude fibre. 
The d igesti­ 
b ility of the extractive carbo-bydrates was not 
greatly 
affected. 
A t H oL entieim the sam e 
effect was noticed in feed iu g sheep w ith clover 
cut at four different periods; the proportion of 
digested albu m inoids fa llin g from 7 5 to 5 9 
per cent., aud th at of crude fibre from GO to 
3 9 per cent. 
M any other experim ents show ­ 
in g 
the 
sam e 
fact 
m ight 
be 
adduced. 
The 
greater 
d igestib ility 
of 
afterm ath 
is 
undoubtedly due to the more or less tender 
condition of the nu tritive principles. 
Thousands of m eadow s and upland pastures 
are producing less than h a lf the qu antity of 
hay and feed w hich the land is capable of, 
from a deficiency of plants of those kinds 
w hich are most productive and suitab le for the 
soil. 
In m any cases great im provem ent eau 
be effected by merely sow in g renovating seeds 
(w hich should consist o f the finest and m ost 
nu tritive kinds 
of 
perennial 
grasses 
and 
clovers) in the follow ing m anner: H eavv har­ 
rows should he drawu over the old turf early 
in the spring, to loosen the soil for the adm is­ 
sion of seeds, w hich, 
if sown freely, w ill 
occupy the num erous sm all spaces betw eeu 
the grasses already grow ing, aud supersede 
the coarse grasses and noxious weeds. 
A fter 
the seeds are sow n the land should be care­ 
fu lly rolled. 
It is alw ays a sound practice to 
so w tb ese seeds upon a thick top-dressiug of 
anv decayed m aterial m ixed with good soil. 
Tho earlier the seed is sow n the better, as the 
old grass w ill protect the young from frost. 
The London Garden gives 
the follow in g 
m ode by w hich a strawberry bed was planted 
in connection with early potatoes, w ith success: 
Beds extendin g across the garden, four feet 
w ide, were planted in sering with strawber­ 
ries. 
On the outer sides of these hods three 
rows of early potatoes were planted. 
The 
potatoes were dug about the end of Ju n e, the 
ground cleared and raked level, where the 
strawberry runners could estab lish th em selves 
and form a new row. 
T he next spring, row s 
of potatoes were planted, one row farther off, 
or on the borders of the runners. 
The gar­ 
dener thus m ade a travellin g strawberry bed, 
which becam e wider each year w ithout plan t­ 
ing. 
The third year the first plants were ex­ 
hausted aud were dug up, the beds thus m ov­ 
ing slow ly sidew ise. 
I have found that onions are the easies^ of 
all vegetables to transplant, aud that tw o crop! 
of them may he taken from the sam e ground 
in one year; the first crop to be the E nglish 
m ultipliers, the second crop to be the th innin gs 
from tho black-seed oniou-hed. 
M y way the 
past season was to mark off the ground aud 
then spread the sm all onions along the row, 
lettin g them lie flat on the grouud w ith the 
tops all one way; and then hoe about an inch 
or tw o of earth over the bulbs, lettin g the dirt 
cover the stalks about h alf their ieugth. A fter 
they got w ell rooted I reversed the tops, and 
this left them about the right depth to bottom 
finely. 
A writer in G ardening Illu strated gives his 
thorough m ethod of app lying 
fertilizers to 
trees 
H e takes the top so il off the surface 
w ithout laying the roots bare, and then ap­ 
plies several inches of stab le m anure, which 
is covered by again returning the soil. 
The 
surface is kept cleau and m ellow . 
W ith a 
saw he thins out here and there enough of the 
crowded lim bs to let in the sunligh t. 
Soap­ 
suds are also applied. 
T his treatm ent is used 
for pear trees which have stood ou poor soil 
and m eg. 
It would not be needed except in a 
m oderate degree in th is country, and cultiva- 
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tors at the W est w ould exp ect t h # copious ap­ 
plication of m anure to bring blight. 
On som e soils, plaster of Paris appears to 
do no good w hatever, and in such cases the 
longer the sow in g is postponed the better for 
the sower. 
W e once asked this question of 
one who ow ned land th at was greatly helped 
bv plaster, and bin reply was th at the sooner 
th e plaster was applied the earlier w ould the 
good effects be seen. 
T his, it seem s to us, is 
about all th a t can he said in reply that w ould 
be worth saying. 
F irst learn by exp erim en t­ 
ing whether plaster w ill do any good on your 
laud, 
l f it w ill, apply the gypsum early,"and 
as often as the land w ill respond. 
B ut it w ill 
not do to depend 
upon it alw ays. 
Sow ing 
plaster and sellin g hay w ill run out the best 
of land. 
A poultry-house m ay be very q u ick ly and 
effectively cleaned ou t by first u sin g an old 
broom and rem oving cobwebs, dust, etc., and 
cleaning the floor with a sh ovel. 
T hen take 
h a lf a bu shel of lim o and slak e it in a barrel. 
I f one o f the syringe or fountain pum ps used 
for w ashing w indow s can be procured the lim e 
wash m ay he syringed all over the inside, for­ 
cin g the tim e into every crevice and cranny, 
am i thoroughly clean sin g them . 
T he lim e 
th at fa lls on the floor w ill sw eeten 
that. 
W hen the work is done turn out the refuse 
lim e for th e fow ls to pick at. 
It is not considered good policy to grow beet* 
on the sam e land two years in succession, yet 
if the ground is rich and w ell manured a good 
crop can be obtained tw o or even more years in 
succession. 
T he W hite F rench Sugar beet is 
considered by som e better than the large M an­ 
gold, being richer in sugar. 
T he G erm an 
Sugar beet is still better, but w ill not yield as 
w ell, being sm aller and groining below the sur­ 
face, m ak ing it more work to harvest it. 
A farm er w riting to an exch an ge says: I had 
a mare som e years ago that had a large wart on 
ber side where the harness had kept it sore. In 
sum m er flies m ade it worse. 
To prevent th is I 
put on a good daub of tar, and in a few w eeks 
the wart was k illed and disappeared. 
I have 
frequently tried it since on cattle and horses, 
and seldom had occasion to use a second ap­ 
plication. 
T he rem edy is sim ple and effectual. 
I f only one crop of grass is to he obtained, 
probably the best tim e for cu ttin g is usually 
when the plants are b eginn ing to blossom . A t 
th is tim e a larger crop is obtained than if cut 
earlier, w hile the d igestib ility is not seriously 
im paired. 
It is during the ripening of the 
seed that the m ost exten siv e changes in th is 
respect occur. 
If a high , nu tritive value is 
desired rather than quantity, of course a s till 
earlier harvest w ould be in place. 
A ll crow ding of branches should be pre­ 
vented by regular attertiou , for the sudden 
rem oval o f quantities of wood is not infre­ 
qu en tly attended with loss of crop and im ­ 
paired energy for years after; therefore, w hen 
necessary, rem ove ann ually a few of the w orst 
of the crossing branches and prevent other 
young ones from proceeding in wrong direc­ 
tions by cu ttin g back or rem oval. 
A n ingenious N ew O rleans gentlem an has 
discovered how to m ake an ex cellen t article o f 
im itatiou butter from cotton seed oil, w hich he 
th inks w ill even tu ally supersede oleom arga­ 
rine, sueDe, butterine, etc., as it can be m ade 
at a m uch less price and is a better article. 
T his w ill m ake cotton more “ k in g ” than ever, 
and be a great step towards “ im proving the 
agriculture of th e South,” about w hich we 
have heftrd so m u ch of late. 
Dr. V oelcker recently stated, before a m eet­ 
in g of the B ritish D airy F arm ers’ A ssociation , 
th at he had found th at food given to a cow 
w hile 
in m ilk, 
w ould 
be 
converted into 
m ilk w ith iu six hours from the tim e it is 
eaten, aDd th at a rapid im provem ent in th e 
qu ality of the m ilk follow s a change from 
poor to richer food. 
H o also spoke very de­ 
cid ed ly in favor of soilin g as again st pasturing, 
the latter being a m ost w astefu l m ethod of 
feeding. 
T he farm er who m ilks tw en ty cows shou ld 
have at least four heifers com ing into m ilk 
each year, and if he w ould only take a little 
pains and get a bull from w hat he knows to be 
good m ilk in g stock, and keep only the c a lv e s 
from bls best cow s, he w ould soon have a herd 
far superior to those picked up at random . 
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CALL AFTER IO A. M. 
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BLEEDING 
OF THE 
LUNGS, 
ASTHMA AND 
CONSUMPTION ha* Riven rise to spurious com ­ 
pounds. The genuine A D A M S O N ’S K O T A M O 
C O U G H 
B A L S A N Is prepared only by Frank 
W. Kinsman & Co., sole proprietors. 
To protect your­ 
selves from Imposition, exam ine th e bottle aud see 
$5000 


that the name of “F. W. KINSMAN, Druggist Au- 
gusto, Me.,” is blown In the glass of the bottle. A re­ 
ward of 8*5000 G O L D Is offered for a better arti­ 
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Among the medici­ 
nal means of arrest­ 
ing disease. Hester* 
er’8 Stomach Bitters 
stands 
pre-eminent. 
It checks the further 
progress of all disor­ 
ders of the stom ach, 
liver and bowels, re­ 
vives the vital stam ­ 
ina. 
prevents 
and 
remedies 
chills and 
fever, increases th e 
activity of the kid­ 
neys. 
counteracts a 
tendency to rheum a­ 
tism . and is a genu­ 
ine stay and solace to 
aged, infirm aud her-’ 
vous persons. 


For 
sale 
by all 
Druggists and Deal­ 
ers generally. 
T uFBuwv1 rn m y3 
KID N E Y -WORT 
IS A SURE CURE 
for all Kidney Complaints and for all 
diseases of the 
LIVER. 
It has specific action on this most important 
organ, enabling it to throw off torpidity and 
inaction, stim ulating the healthy secretion o f 
the Bile, and by keeping the bowel* in tree 
condition, effecting its Regular discharge. 
lf, you aro billons, dyspeptic, constipated, or 
suffering from malaria, K idney-W ort is th e 
remedy yon need. 
FAIL NOT TO TR Y IT. 
PRICE ( I . SOLO BY D R U 0 C I8 T 8 . 
KIDNEY-WORT 


NERVE AND BRAIN DISEASES. 
DR. E. C. W EST’S NERVE AHD BRAIN TREAT­ 
MENT; a specific for Hysteria, Dizziness. Convul­ 
sions, Nervous Headache, Mental Depression, Logs o t 
Memory. Sperm atorrhea, 
im potency. 
Involuntary 
Em issions, Premature Old Age, cansed 
by over- 
exertion, self-abuse, or over-indulgence, which leada 
to misery, decay and death. One box will cure recent 
cases. Each box contains one m onth’s treatm ent. 
One dollar a box, or six boxes for five dollars; sent by 
mail prepaid on receipt of price. 
We guarantee st* 
boxes to cure auy case. Wtth each order received by 
us for six boxes, accompanied with five dollars, w * 
w ill send the purchaser our written guarantee to re. 
turn the money it the treatm ent does not effect a cure. 
Guarantees Issued by SMI TH, DOOLIT TLK A SMITH. 
24 and 20 Tremont st., Boston, wholesale agents for 
N. E. Orders by mail will receive prompt attention. 
S u iw y ly 34 
New Rich Blood 
P A R S O N S 
P U R G A T I V E 
P I L L S 
Make New Rich Blood, and wilt com pletely chang* 
the blood In the entire system In three mouths. A ny 
person who will take I pill each night from I to ISS 
,------------. -------- 
- 
- f i e ......................... 
w eeks may be restored to sound health, lf su c h * 
thing be possible. 
Sold everywhere or sent by m ail 
for H letter stamps. 
I . S . J O H N S O N As 
C O ., 
B o il o n , N 
i l l . 
foi-rat-rlv K n u g o r , M e , 
Th8Tu6rnwy28t ii2 
STARTLING 
O 
D iS C O V I 
DISCOVERY! 
LOST MANHOOD RESTORED. 
A victim of youthful imprudence causing Prema­ 
ture Decay, Nervous Debility, Lost Manhood, etc., 
having tried in vain every known remedy, ha* dis­ 
covered a simple self cure, which be will Bend FEES 
to his feOow-sufferers, address •*. KL R LEV KH, 
«S Ciuftttiaiu 6L* N. V- 
, 
T T 
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W HAT T H E BURDOCK W AS GOOD FOR. 
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“Good for nothing," the farmer said. 
As he made a sweep at the burdock’s head; 
But then, he thought, It was hest, no doubt, 
To come some day and root it out. 
So he lowered his scythe, and went hi* way. 
To see his corn, or gather his hay; 
And the weed grew safe and strong and tall. 
Close by the side of the garden wall. 
•Goqd for a home," cried the little toad, 
At be hopped up out of the dusty road. 
He had Just been having a dreadful fright, 
The boy who gave it was yet In sight. 
Here it was cool and dark aud green, 
The safest kind of a leafy screen. 
The toad was happy; ‘‘For,’’ said he, 
“The burdock was plainly meant for me." 
“ Good for a prop.” the snider thought, 
Aud to and fro with care he wrought, 
Till he fastened it well to an evergreen, 
Aud spun his cables tine between. 
’T was a beautiful bridge—a triumph of skill; 
The flies came 'round, as idlers will; 
The spider lurked in his corner dim. 
The more that came, the better for him. 
“Good for play," said a child, perplext. 
To know what frolic was coming next. 
So she gathered the burrs that all despised, 
And her city playmate was quite surprised 
To see what a beautiful basket or chair 
Could be mane. with a little time and care. 
They ranged their treasures about with pride, 
And played all day by the burdock’s side. 
Nothing is lost in this world of ours; 
Honey comes from the idle flowers; 
I he weed which we pass in utter scorn, 
May save a life by another morn. 
Wonders await us at every turn. 
We must be silent, and gladly learn. 
No room for recklessness or abuse, 
Since even a burdock has Its use. 


A NEGRO UOVE-SONG. 


CT JOXL CHANDLER H A RRIS (“ UNCLE REMUS” ) IN 
TH E CENTURY. 


Track In de naff whar rabbit been play’n’, 
(Hey, my Idly! go down de road!) 
Han’ me down my welkin'-cane, 
(Hi, my lily! go down de road!) 
Hey, my Lily! de cow done lowed, 
(Go down de road—go down de road! I 
Hit’s wet on de grass whar de jew been po'd, 
(Hi, my Lily! go down de road:) 
Mighty long way froo de barrer lane, 
(Hey, my Lily! go down de road!) 
En killdee holler like he callin' un rain, 
(HI, my Lily! go down de road:) 
Hey, my Lily! de chicken done crowed, 
((jo down de road—go down de road !> 
Sun gone down en moon done showed, 
(My Lily! my Lily I go down de road! J 
Han’me down my walkln’-cane, 
(Hey, my Lily! go dowu de road!) 
Big owl holler: N ousestay’n I 
(Hi, my Lily I go down oe road!) 
Big nigger tote de little gal load. 
(Go down de road—go down de road.) 
'Haze too biga turn make nigger leg bowed, 
(My Lily! my Lily I go dowu de road!) 
Han’ me down my walkln’-cane, 
(Hey, my Lily! go down de road!) 
Be boys all slug aud keep on say’n’: 
(Hi, my Lily! go dowu ae road!) 
“Nigger will drink fain ’u’er nigger s go a,* 
(Go down de road—go down de road!) 
En some folks git w'at dev aint never crowed!" 
(My Lily! my Lily I go down de road!) 
One man los’ w’at ’n’er man gain, 
(Hey, my Lily! go down de road!) 
You git yo’ shawl en han’ my cane. 
(Hey my Lily! go dowu de road!) 


• Gourd. 
_________ _ _ _ _ _ _ 


T H E M ESSAGE OF TH E ROSE. 


BT BESSIE CHANDLER, IN TH E CENTURY, 


.■She gave me a rose at the bali tonight, 
And I—I’m a fool. I suppose, 
For my heart beat high with a vague delight; 
Had she given me more than the rose? 
f thought that she had, tora little while, 
Till 1 saw her—fairest of dancers— 
Give another rose, with the same sweet smile, 
To another man, In the Lancers. 
■Well, roses are plenty and smiles not rare; 
It is really rather audacious 
To grumble because my lady fair 
Is toother men kind aud gracious. 
i 
Yet who can govern his wayward dreams? 
And my dream, so precious and bright, 
Now foolish, broken and worthless seems, 
As it fades, with her rose, tonight. 


ERE. 
I gave him a rose at the ball tonight— 
A deep red rose, with fragrance dim, 
And the warm blood rushed to my cheeks with 
fright, 
I could not, dared not, look at bim. 
For the depths of my soul he seemed to scan; 
His earnest look I could not bear, 
So I gave a rose to another man— 
Any one else—I did not care. 
And yet, spite of all, he has read, I know, 
My message—he could not have missed Its 
For his rose I held to b v bosom, so, 
And then to my lips, while I kissed it. 


OLE SI'S" LAM EN T. 


ar 
t h * 
LITTLE 
CHURCHYARD 
OB' 
THE 
HOMESTEAD. 


I’ve Jess bin down to de ole grabeyahd 
By de little brick church in de pines, 
Whar de ole fokes res’ in dere last long sleep 
’Neat de wile rote bushes an’ de vines. 
Hit’s de only place let’ for de ole man now 
Ter Unger when de sun goes down 
An’ think of de frens dat’s all gone tor peace 
In de buzzum of de cole, cole groun’. 
Bit seems tor me ez I wander ’mong dc trees, 
Bat I hears de voices ob de loved ones agin— 
Bat I feels der sperrlts in de a’r round about 
An’ de rassle ob dere gyarments in de win'! 
Ben I knows dat my days Is draw n’ tar an end, 
An’ de angels at de ribber is lookin’my way. 
Bat Tse ready fer ter go—l ’se lonesome down 
heab, 
A-watchln’ an’ waitin’ de cornin’ O’ day. 
Some night when de owl Is hootin’ In de tree— 
X)e watch-aog howlin’ in de yalid outside, 
Ba’ll be weepln’ in de cabin on de hill-top dar 
Ez de ole man’s soul washes out on de tide. 
Ben a new-made grabe In de little church-yahd 
Will show dat de las’ ob de homestid race 
Hez come ter Jlne wid de sleepers in de mould 
Tell de all wakes tergedder in de land of grace. 


T H E FOUR 8UITS. 


(AN OLD FANTASY.) 


Clubs! They are trumps to many a one 
Of elderly bachelors sad and forlorn I 
Even ladies are now on their merits intent, 
As a place where they modern ideas can vent, 
And there many an offspring of suffrage is born, 
Hearts! Their dominion is vanishing fast, 
For cupid’s supremacy is but a name; 
A wealth of affection, though earnest and true. 
For tile most of our young modern belles will not do, 
Unless one can offer them fortune and fame. 
Biamondsl They hold ic their guttering depths 
The mystical key to the hearts of the fair; 
Before muSt fade e’en the glories of dress, 
And many ft swain owes his greatest success 
To the tremulous cluster of dazzling solitaire, 
Spades are the last, but then not the least, 
Pleasures may vanish and fortunes may fall, 
AU will be uncertainty, sorrow and shame, 
But the snade. when the spirit has gone from the 
frame, 
WHI send forth a dirge o’er the graves of us alb 


W ORK W ITHOUT HOPE. 


BY COLERIDGE. 


All nature seems at work. Slugs leave their lair— 
The bees are stirring—birds are on the wing— 
And winter, slumbering in the open air, 
Wears on his smiling face a dream of spring! 
And I, the while, the sole unbusy thing, 
Bor honey make, nor pair. nor build, nor sing; 
■et well I ken the banks where amaranths blow, 
Save traced the fount whence streams of nectar flow, 
Bloom, O ye amranths! bloom for whom ye may, 
For me ye bloom not! Glide, rich streams, away I 
With lips iinbrigUtened, wreathless brow. I stroll; 
And would you learn the spells that drowse my soul? 
Work without hope draws nectar in a sieve, 
And hope without aa object cannot Uve. 


T H E CO M PLIM ENT. 


Arrayed in snow-white pants and vest, 
And other raiment fair to view, 
I stood bofore my sweetheart, Sue— 
Tho charming creature I loved best. 
“Tell me, and does my costume suit?" 
I asked that apple of my eye, 
And then the charmer made reply— 
“Oh, yes, you do look awful cuter’ 
Although I frequently had heard 
My sweetheart vent her pleasure so, 
I must confess I did not know 
The meaning of mat fav’rlte word. 
But presently at window side 
We stood and watched tjie passing throng, 
And soon a donkey passed along, 
With ears like wings extended wide. 
And gazing at the doleful brute 
My sweetheart gave a merry cry— 
I quote her language with a sign— 
“Oh, Charlie, ain’t he awful cute?" 


IN S O M N IA . 


One of the almost invariable results which fol­ 
low the use of “ C o m p o u n d O x y g e n ” Is to give 
the patient sound and refreshing sleep. 
A lady 
writes of her daughter: “The continued use of 
Compound Oxygen soon gave her healthy and re­ 
freshing sleet), and all anodynes are abandoned." 
Says a patient: “Since using your remedy m y 
sleep ie natural and good. 
My spirits are in a 
much more healthy condition. I have no need of 
anodynes.” 
Another writes: “Before I com­ 
menced taking it (the Compound Oxygen) I did 
' not sleep any at night, had no appetite, aud my 
cough was so troublesome that I had no rest. 
Since I commenced taking it I have slept well at 
night; my appetite has very much Improved; 
J scarcely cough at all; and, in fact, I feel bet­ 
ter in every way," 
Another says: “I wss per­ 
fectly snapless, 
often 
three 
nights in suc­ 
cession, followed alternately 
by 
one 
night 
of 
horrible 
slumber, 
known ae nightmare. 
maw sleep i? restored, mind clearer, alen Armer.. 


all healthy action greatly increased." Another 
lady, referring to ber daughter, says: 
“ My 
daughter bas improved in flesh, and looks well. 
She sleeps well a t night—sleeps ell night, a thing 
she was unaccustomed, to do. 
Before taking the 
Oxygen, wakefulness was one of her troubles. I 
can see that she is inucu less nervous, and in bet­ 
ter spirits.” A gentleman, writing of his wife, 
says: "I have followed your directions as nearly 
as possible. Have left oft all the medicines and 
stim ulants my wife was taking, anil the result of 
our treatm ent so far has been more satisfactory 
than anything preceding it. 
She has twat able to 
sleep good at night without the use of chloral, a 
thing she could never do bet ore." Our Treatise on 
Compound Oxygen, containing large reports of 
oases and full information, soh? fre e . Ors. S t a r k ­ 
e y & I’a l e n , HOS) aud I H I Girard street, Phil­ 
adelphia, Pa. 


THE FLOWER GARDEN. 


F low er* S u i t a b l e fo r R edding Out. 
Among the various fair flowers which ladies 
might cultivate in this way for their own sakes, 
arc the delightful old clove carnations—white, 
crimson and scarlet, as well as the various mixed 
and named races of the same family. Then we 
have tho tall and graceful phloxes, so fair In the 
autumn in country gardens; the fine, old, hand­ 
some, scarlet lobelias, splendid in color, and with 
erect sword-like shoots; tho pinks of various 
kinds, white and colored and hybrid; the hand­ 
some Persian and Turban ranunculus; the bright, 
old garden anemones, and tho finer species of 
anemone, 
like the scarlet A, 
fulgens; 
the 
many 
kinds 
of 
lilies, 
commencing 
with 
the 
beautiful old, white lily, aud as 
many 
as 
possible 
of 
the 
splendid 
species 
in­ 
troduced 
into 
our 
gardens 
from 
Cali­ 
fornia within the past dozen years; the tall, per­ 
ennial larkspurs, with their fountains of lovely 
blue, surpassing in color the gentian; the old 
double rockets: the 
many 
beautiful irises— 
English, Spanish, Japanese and German; pansies 
in great variety, always so faithful and rich in 
color, flowering, moreover, nearly throughout the 
year; the old tiger flowers; the beautilul races of 
columbine, including the lovely A. cserulea of the 
Rocky mountains, aiid the golden columbine of 
the same region; the blue African lily IU various 
forms, and with it the belladonna lily: verbenas, 
which may now be easily raised from seed during 
the current year, and are so pretty and varied; 
Chinese pinks, rich in color, largo aud finely 
fringed; the old garden scabious, with a great 
variety of delicate and beautiful color; the blue 
corn-flower, one of the most precious things we 
have for cutting, and which 
SHOULD ALWAYS BE SOWN IN AUTUMN, 
bearing flowers for months in consequence; sweet 
williams; stocks of many kinds; wall-flowers, 
double and single; the annual phlox, which has 
races now broken into a tino set of different col­ 
ors; zinnias, which, as grown abroad—that is to 
say, well and singly grown—are very tine iu color, 
and sometimes as large as dahlias; China asters, 
quilled and others; the sweet Sultan, in two or 
three forms, excellent tor cutting; the showy tri- 
colored chrysanthemums; double daisies, very 
bright and useful insuring; grasses of the more 
useful kinds, suitable for cutting in the winter; 
grape hyacinths; daffodil or narcissus in variety— 
many strong kinds may be grown in the grass, or in 
rough or half-waste places; meadow saffrons, 
pretty in the autum n; lily of the valley, of which 
a variety of kinds are now coming into cultiva­ 
tion, differing in length 
and 
size 
of 
ra­ 
ceme; crocuses, the autumnal as well as the 
vernal kiuds; the hardy kinds of cyclamen, which 
are at home on the mountains of Europe, and per­ 
fectly hardy in our own gardens; for-get-me-nots; 
dahlias, double and single, and in three or four 
classes of double; evening primroses opening so 
prettily at night; peonies in splendid variety; 
primroses double and single, many kinds; pentste- 
mon, graceful autumn flowers: polyanthus, richly 
Colored vigorous kinds, for borders; oxlips, the 
same; tulips, many early and late kiuds; sweet 
violets, in great variety, choosing the kinds best 
liked; American cowslips; dog’s-tooth violets ana 
gladioli, the finest and roost stately flower of 
autam n; the Christmas rose, and its vernal rela­ 
tions; and lastly, everlasting flowers, which may 
be grown along with the ornamental grasses; and, 
like them, be gathered for house decoration in 
winter. 
AU these fair flowers deserve special 
care in the smallest garden, aud should not be 
trusted to the poor chances of the ill-considered 
and ill-cultivated slips called “mixed borders." 
O r* * m f* tal S h r u b * . 
A desire to encourage the planting of orna­ 
mental and floweriug 
shrubs around country 
homes induces us to give brief descriptions of a 
few sorts. As they are ail quite hardy, there are 
but two requisites* for success which should re­ 
ceive atten tio n namely, keeping the soil about 
them for some years well cultivated or mulched, 
and pinching back or cutting away Straggling 
shoots, so as to give them a good natural or even 
outline, without too stiff or form al shape. 
W ATER PLANTS. 
Among the many desirable th in g r/b a t one may 
have who has a pond or quiet lake th the vicinity 
is the yellow lotus, DSlurobtum, yankapin plant or 
water chinquapin, as it la variously called iii dif­ 
ferent localities. The flower of this magnificent 
plant are seiui-doubie, cup-shaped, of a delicate 
straw color, and have a pleasant fragrance; they 
measure from live to ten inches across. 
The 
leaves are circular in an outline, from one to two 
fest in diameter, of aline satin-likb texture and 
beautifully marked with light and dark shades 
of green; they are attached to tho leafstalk by 
the centre. Both flowers and leaves are lifted oh 
stems several feet above the surface of the 
water, the length of the stem being proportioned 
to the depth of the water. The grace and beauty 
of these plants as they wave ou their slender 
stems to every passing breeze is beyond descrip­ 
tion. West and South this lotus is common, but 
has only been noted in a few localities in the 
Eastern and Middle States. There is little doubt 
that it would prove hardy in almost any part of 
thecounery where the water is sufficiently deep to 
allow the fleshy rootstalks to bury themselves 
below the danger of freezing. To grow the plants 
it Is only necessary to throw the seeds Into tho 
water and then not allow the young plants to be 
disturbed till they become well established. The 
seeds may be obtained from most auy seedsman 
under tho name of Nelumbluin luteum. 
MONTPLY ROSES. 
Mr. II. B. Ellwanger recommends for the best 
continuous bloomers the following six sorts: 
Gerrard Dubois, one of tho hardiest, bright-red 
teas; Homers, mottled salmon rose; Jean Barnet, 
beautilul light reflow; La France, remarkable for 
its fragrance; Marie Van Boutte, pale yellow 
with rose edges, and Mons. Furtado, a valuable 
yellow tea. For the best twelve he would add 
appoline, rosy pink Bourbon; General Tartar, 
deep mottled* rose; Madame de Vatry, salmon 
rose;' Madame 
Main bard, 
reddish 
salmon; 
Sombreuil, creamy white, and Tnomphe de Lux­ 
embourg, coppery rose. 
JA PA N QUINCE. 
This is one of the most brilliant among early 
bloomers, its scarlet flowers presenting a con­ 
tinuous display along its branches during the first 
of the month of May at the North. 
A wbito 
variety, shaded with pink, although less showy 
thau the scarlet, Is remarkable for Us beauty and 
delicacy. The Japan quince is an irregular or 
strangling grower, aud requires care to keep the 
branches in shaep by pluchiug and pruning. It Is a 
slow grower, but will reach the hight of feet Bixin 
ten or firteeu years, and will then exhibit its 
fiinest display. 
WE1GELA. 
A common shrub of easy growth, allied to tho 
bush honeysuckle, affording a Ane mass ot bloom 
early in the season. The blossoms are light red 
or pink, profusely covering the whole hush. 
There are two species, W. 
rosea, the most 
showy of the aud 
W . Amabuis.c continuing 
longer in bloom. Both species root freely when 
propagated by layering. There are many hand­ 
some varieties, one with white flowers and yellow 
blotch rn the throat, another striped red ana 
white, a third white and rose, aud a fourth 
purplish red, 
PU R PL E BARBERRY. 
Although less showy than some other shrubs, 
the purple barberry grows witn a lignt, graceful 
and svmmetrical form, throwing out numerous 
racemes of rich, yellow,flowers early in summer, 
succeeded by Durple berries, which continue into 
winter. It is quite bardy, easily raised, will grow 
iii any locality, aud is readily propagated, both 
by suckers aud seeds. 
RED-FLOW ERIN G CURRANTS. 
Although slightly tender, thlB currant succeeds 
well in most localities at the North. Its deep red 
flowers are produced In great abundance early in 
spring. There are several varieties, with various 
suades of color in the flowers, white, pink aud 
crimson. 
Kibes gordouianuoi is a hybrid be­ 
tween the red and the yellow or Missouri currant, 
bas red flowers tinged with yellow, but Is not so 
desirable as either of its parent*. 
DEUTZIA. 
There are three well-known species of this 
genus, all of which are remarkable for their 
beauty when in bloom. The finest is perhaps D. 
crenata, with double flowers, which are white 
tinged with rose; it bas been pronounced tho 
handsomest of all ornamental shrubs of moderate 
size. D. scabra, or rough-leaved deutzia, is a 
white flowering and profuse bloomer; and I), 
gracilis is a smaller ana exceedingly graceful 
shrub, unexcelled for the beauty of its dense 
masses of white flowers. It answers well for pot 
culture aud winter blooming. 
HARDY RHODODENDRONS. 
Of the many varieties which have been raised 
from Rhododendron catawbieuse there are a 
number which are quite hardy at the North. 
S a m u e l Parsons, who has given much attention to 
the cultivation of this shrub, furnished the Gar­ 
dener s Monthly the following list of perfectly 
hardy sorts out of the many which are more or 
less tender: Bicolor, Lady Aru,strong, Album Ve­ 
gans, Charles Bagley, Roseurn grandiflorurn ann 
Mrs. Milner. This shrub should not be planted in 
bleak situations, and it succeeds best in the shade 
of buildings. 
There are many other bardy shrubs more or 
less common and well worthy of 
a place in 
door yards, or in ornamental 
gardens 
and 
grounds, among which may be named the sev­ 
eral lilacs, the snowball, snowberry, the three 
species of Philadelphus, Tartarian honeysuckle, 
several species of spiraea, dwarf horse-chestnut, 
Silverton and the sweet-scented shrub. 
The 
little care required for nearly ail that we nave 
named, after 
they have become established, 
renders them well adapted to the grounds of 
such owners as cannot give the personal atten­ 
tion required tor annual and bedding plants. 


B e n d name and address to Cragin Si Co., PHIIK- 
del nhlft. Penn., lot cook bookcraft. ------ -------- 


HOME DECORATION. 


House Furnishing—Decoration with Plants 


and Flowers — Window Lambrequins — 


Table Covers—Crumb Cloths—Rugs and 


Valences—Linen Embroidery, 


House furnishing is getting to be more and 
more an expression of individual tastes. There 
was a time, and not so very long ago. when every 
parlor was substantially like every other parlor, 
every dining-room the repetition of every other 
dining-room, and so of all the other rooms in tho 
house. But all that is changed now with people 
of good taste. The house is made to suit tho fam­ 
ily, the furnishings are made to suit the bouse, 
and both house and furnishing are the expression 
of the ideas or the family as to what for them is 
fitting, comfortable, elegant. 
What suits one 
family may be and often must bo entirely un­ 
suited to another family, just as a bonnet which 
makes oho kind of faco seemly makes a different 
kind of faco distorted and ugly. 
It will, there­ 
fore, not be possible for us to prescribe in detail, 
in answer to many requests, just how a house 
should be furnished. That depends on so many 
circumstances that we m ust bo allowed to talk 
generally about it without going into particulars. 
The great object to be secured is comfort, pleas­ 
ure to the e v e, and absence of all that eau irri­ 
tate or annoy, with the presence of all that can 
m inister to tho gratification of taste and satisfac­ 
tion. And this gratification is not to be occa­ 
sional, reserved for holidays, but recurring every 
day. 
The evidences of taste should be seen in 
every room and felt in every part of the house, as 
well by the smaller members of tho family as 
bv the greater and by the guests. 
Thus will 
the whole family and its dependents be lilted 
TO A HIGHER LEV EL OF DAILY ENJOYMENT, 
and the standard of taste be raised toward per­ 
fection. 
The treatm ent of walls and of wood­ 
work may very properly Pe here briefly referred 
to. Our beautiful native woods aro largely used 
in building and finished in oils, so that their 
grain and coloring aro preserved. A parlor wo 
were in a short time aco was finished in oak, 
oiled and varnished. 
The paper on tiio walls 
being elaborate and dark, tile wood-work seemed 
in contrast to be heavily gilded, and the effect 
was very rich and handsome. 
The carpet re­ 
peated the tints of tho paper, which were repro­ 
duced in those of the furniture covering. Light 
panel pictures, with dashes of brilliant color on 
them, and handsome paintings aud engravings in 
gilt frames lighted up the room. 
Variat.ous on 
this 
general 
pattern 
were 
seen 
in 
the 
dining-room and chambers, each room hav­ 
ing a character of its own, suited to 
the 
purposes for which it was intended, and each 
room 
looking as 
though 
it was made to 
LIVE IN AND TA KE OOM FORT IN, 
and not to lie shut up and kept lor special occa­ 
sions. The fashion which has prevailed to a 
greater or less extent in some quarters or making 
of our bouses museums and china shops is on the 
decline. It is possible now in most tastefully 
furnished houses to move about without being in 
constant fear of overturning some precious rode, 
or smashing some priceless bit of china. These 
perishable things are kept in handsome glazed or 
unglazed cabinets, and plaques are suspended in 
a framework of wire from tile walls. Around the 
wall, near the ceiling, in the latest-nullt houses, 
are rods, gilded or tinted the same color as the 
walls, from which by wires are suspended pict­ 
ures. Tills nevice is a greater saving of the walls, 
and not only prevents 
the need of 
picture 
nails, but provides for any arrangem ent or rear­ 
rangement of pictures that may Le desired. Car­ 
pets come in small figures and With patterns very 
much involved. The cheaper grades of carpeting 
-three-ply and ingrain—repeut the patterns of 
the higher grades. The tints are blended, as iu 
Turkish rugs and India shawls, so as to form a 
rich and harmonious whole. Furniture coverings 
to match may be found also in all grades as to 
quality and price; in these goods as in others, it 
is bad economy to buy poor qualities. Lignum 
and linoleum are largely superseding oilcloths, 
which have degenerated and give hut little wear 
for the money, unless one pavs a very high price 
for them. Curtains bove not changed as to fash­ 
ion very much. Hollands come with a broad band 
of gilt across the lower part of the shade, and 
are frequently edged with antique lace. This the 
SK ILLED FINOF.RR OF SOME OF OUR READERS 
can simulate, by lollowing the beautiful patterns 
given from time to time iu the knitting column. 
Lace will always be the favorite material for 
light curtains, but scrim is very much used, and, 
for summer, white India mull is beautiful. 
We 
saw a set of curtains of tins material with a fluted 
border not long ago iii au elegant house. Lambre­ 
quins are made ofmaterial sim ilar to tho furni­ 
ture covering, or of such material as fancy dic­ 
tates. Hatteras, with directions tor making up, 
may be obtained of our pattern dealers. These, of 
course, can bo varied to suit individual tastes. 
For summer furnishing matting and rattan furni­ 
ture are liked by a great many people. This fur­ 
niture is light, cool and portable, aud, when not 
exposed to constant variations of tem perature, 
quite durable, ii the floors admit rugs may boused 
ta the exclusion or other carpeting. Til its enables 
thorough removal of dust and preservation of 
perfect cleanliness. 
In table furnishing great 
latitude is permitted in the variety of china. 
Choice patterns in cream jugs and costly or 
unique pieces of majolica, are freely indulged. 
Glasses of various tints are used to give color, 
and borders of crimson or pink or sail run are seen 
in table-cloths and napkins. it is well settled 
that food tastes better, even to a hungry man, 
when eaten from a snowy table-cloth and from 
tine china, than when servedon dell and a wooden 
trencher, for wo taste with our eyes as well as 
with our palates. Dining tables are coverea with 
double-faced canton flannel, that comes for the 
purpose, and over this is spread the table cloth. 
This thick covering diminishes the clatter of 
knives and forks, and adds to the .esthetic foaling 
of luxurious comfort. 


D e c o r a t io n w it,, P la n ts a n d C u t Flo u ter* . 
▲ few hints upon the distribution aud arrange­ 
ment of flowers will enable our readers to super­ 
intend their decorations or accomplish these 
themselves. 
in the corridor it is never good taste to place 
any but foliage plauts, or out ferns, vines ever­ 
greens and the like. 
Flowers, whether on the 
bush or off, are more or less susceptible to 
draughts, which blight their petals and ii.ar their 
perlection. It is inconsiderate aud inharmonious 
to garland banisters with roses or place bouquets 
of rich blossoms ou newel posts. Let the former 
be bound with chains of shaded ferns, aud a 
specimen Croton elegautissimus surm ount the 
latter. 
A corridor can 
be 
made 
fantas­ 
tically 
bewitching with 
lacy 
ferns 
and 
brilliant foliage. 
It 
may 
be 
dressed 
to represent a fern lane for festival occasions, or 
rendered quietly beautiful with a few plants or 
bunches of cut vines and foliage. 
There is a 
peaceful aspect bestowed by verdant 
foliage 
wldcb is most refreshing, delightful and suitable 
for the entrance of the house. A charm ing bou­ 
quet for the hat stand is one of dogwood ferns, 
adiantum tetraphyllum grannie, which has a red­ 
ish caste to its young fronds, elkborn ferns and 
selagiuclUs. If these are laid in a flat dish of 
water they will remain fresh many days. The 
dish is more artistic if fringed with trailers, 
(smilax or Lygodium scandens will last some time, 
but Tradescantla will grow finely. A simple flat 
basket planted with Lycopodlum is very attract­ 
ive in this position. All kinds of mosses and wood 
growtli will ornam ent hall stands; a bunch of au­ 
tum n leaves is also very suitable aud handsome. 
ALL FLOW FRS BECOME TH E DRAWING-ROOM; 
the finer and the more choicely selected the varie­ 
ties the more elegant the decoration. Roses are 
the richest aud dressiest of ail blossoms; orchids 
are exceptionably choice, and lilies are the most 
effective. The tendency in dressing a parlor with 
flowers is to overdo, aud to UU in places high or 
somewhat out of sight with inferior bloom. The 
fashion of swinging nondescript designs between 
doors and over mirrors is born of poor taste. 
Flowers lose their effect when tied on sticks 
and woven 
into silly mottoes halls, 
kuots 
and 
arrows. 
broad 
flower 
glasses 
should 
contain 
but 
one 
long-stemmed 
rose, 
a 
spike of orchid or a single spray of 
lily. 
Vases demand careful arrangement. 
Callas and 
Euphorbia japonica combine well in these, but 
callas are nine* effective with their own foliage 
simply, 
and 
should never, in 
our opinion, 
be 
in company 
with 
blossoms, 
unless 
re­ 
lated to their family. 
The same is applicable to 
Lilium lo n g ltJ o iu ra , Candidutn or the gorgeous- 
tliroated Amaryllis, which are misused when 
placed among a conglomeration of bloom. 
To 
see any flower in its entire beauty its foliage must 
remain undisturbed. The habit of snipping the 
leaves from stems aud binding them close about 
the blossom is ridiculous, as the stem with its 
growth shares the glory with the flower. For this 
reason “cluster baskets," 
the 
thickly-massed 
bouquet, 
ANY ARRANGEMENT OF FLOWERS IN FACT 
where their foliage is stripped and they are tied 
to a stick is inartistic, ami is usually a m akeshift 
to utilise inferior blossoms. Lituoge vases deco­ 
rated with floral devices are handsome holders for 
roses. As toe fireplace is the centre of attraction 
in any room, so the mantel above it is the place 
where the most artistic effects ot the floral deco­ 
ration can be produced. When there is no fire 
fill tho fireplace with pots of blooming plants. 
These may be sunk in caskets of moss with ex­ 
cellent appearance. Double geraniums are beau­ 
tiful 
for tliiB purpose, especially when the 
trusses of bloom are at their maximum. 
A 
few ferns 
should be intermixed. 
To bank 
mantelpieces 
seems an 
intricate 
piece 
of 
work, but it is not. The prettiest plan we know 
is to bed the mantelpiece with Lycopoulutn. Bots 
of this may be purchased at from ten to twenty- 
five cents; it makes a cheaper and more graceful 
foundation than massed blossoms. Lay first over 
the uiantel-shelf a coat of tinfoil. 
Cut strings 
of smilax into a fringing to fall overthe edge and 
trim it evenly. Place it on tim tinfoil; turn out the 
Lvcopodium* and pat the contents of each pot 
solidly together until there is an even bed of it. 
Bevel it down to fit the edge, from which the 
s m ila x fringing hangs. Vases of flowers can be 
set on this, or flat baskets tiffed loosely with roses 
and spring flowers. Upon such a foundation most 
any effect may be brought out. 


L io e s E m b r o id e r y . 
In the good old times when our grandm others 
were young, cotton fabrics for bedchamber and 
household use were looked upon as intolerable 
innovations; for linen, immaculate as new-fallen 
snow, and as cold, was thought to be the pertec- 
U vuotficoa (MIO M i utility. There were not 


nearly so many varieties as now, but each had its 
proper place in the domestic economy, anil one 
can tancv how the dear old-fashioned dames 
would open their eyes could they to ippear an , 
view the humble "huckabacks and the coarse 
crashes that then aspired to no higher dominion 
than the kitchen, elevated to the most honorable 
positions up stairs, and adorned with choice em­ 
broideries iii silk and wool and even goiu. And 
would they not gaze in delighted suran-.* at the 
m ultitude of exquisite linen fabrics (flint now 
crowd one upon another to tem pt the skill of tho 
em broiderer’s needle? 
Snowy w hitener, though 
it still obtains in sheetings, pillow linens and 
damasks for dinner clotns, is not tho great de­ 
sideratum , for lovely color with Us forceful charm 
has resumed its sway and blooms as in ancient 
days upon linen groundwork of varying degrees 
of fineness and many tints, fading from deepest 
ecru to pale cream ,’ aud so on to purest white. 
Cross-stitch is for the moment the favorite em­ 
broidery for adorning bed-spreads, pillow and 
sheet shams, bureau, table and buffet spreads; 
and mentioning shams, how many there are we 
even have towel shams, elaborately bedight with 
embroidery aud drawn work! 
Grandmother'* 
stitch, call It by any of its names—toDt-stitcb, 
stein stitch, stalk stitch, etching stitch, or South 
Kensington—still holds its own for linen decora­ 
tion, and is most useful and charm ing iii results, 
because it can be done long or short, careies-iy or 
exactly to suit the subject and the fancy of the 
worker. In linen, as other washable embroidery, 
if tho new fabric is used, 
CA RE SHOULD BE TA K EN TO PREVEN T SHRINKAGE 
by plunging the material before working Into hot 
suds (not boiling , then rubbing it as in ordinary 
washing; then rinsing it and setting It over tho 
fire in clean, cool water, allowing it to come 
almost to a boil, after which it may be set anay to 
cool; rinsed and dried in the sun. 
It is proper 
also to shrink the embroidery m atter materials, 
thereby also testing their washing qualities and 
preventing “crocking.” 
When, however, Hie 
ground and embroidery m aterial aru of the same 
fibre, as linen floss upon linen, tins precaution is 
unnecessary, as they will shrink in the same de­ 
gree. 
Among washable embroidery materials 
may be mentioned scarlet tambour cottons, red 
and blue Ingrain cottons, Florence “etching” 
silks, English bobbin silks, and the best qualities 
of crewels. 
For smaller articles, such as pil­ 
low, sheet and towel 
shams. 
bureau 
ami 
buffet 
spreads, 
the 
Vienna 
cross-stitch 
associated 
with 
drawn-work 
and 
torchon 
edgings, or pretty ravelled fringes is e x c e e d in g ly 
effective. Bands of turkey red, or blue uetiini, 
feather stitched to the creamy ground of soft, 
fine crashes, form lovely backgrounds for white 
linen floss embroideries. 
For a mantel or buffet 
spread a procession of tiny, quaint Rate Greena­ 
way figures outlined in etching stitc:, in white 
floss, would look charming; geometrical patterns 
in cross stitch also light up these dark bands ef­ 
fectively. 
Where two bands are employed to 
decorate the ends of these spreads, the space be­ 
tween may either be finished In lovely drawn- 
work, or in darned work In red or blue w ashing 
cottons. 
ANOTHER BEAUTIFU L DECORATION FOR LINEN 
consists in a sort of cut-work as follows: The 
article decorated was a mantel scarf of hue lineu 
of deep ecru tint; between two borders of drawn- 
work appeared a design of slightly convention­ 
alized daffodils on a surface of deep red plush, 
worked and cut from the lineu, not applied. The 
outlines of tho drsigu were first Dutton holed with 
liuen floss of deep ecru tint, the few stamens or 
veiuings represented by etching stitch iii silk of 
same snade. All tho matorial outside the out­ 
line was then cut away, and a band ot plush 
laid under to throw up tile design, thus complet­ 
ing a lovely decoration; the ends of the scarf 
being finished by a deep knotted fringe of the 
ravelled linen, brightened at regular intervals by 
bunches of deep red silk. 
Satin stitc i i em broid­ 
eries, such as are wot Red by tile Irish peasants, 
are also popular for towel and bed furnishing dec­ 
orations in color. Linen bedspreads,powdered with 
large conventional flowers in color and finished 
at the upper end bv a border of tho same in Ken­ 
sington stitch between bands of drawn-work are 
among later novelties, tile spread being made 
loug enough to come up and cover the pillows; 
heavy antique or Ciuny laces forming the finish 
at the edges. 
One of the most charming linen 
decorations, however, is the darned work back­ 
ground in color on a creamy linen ground, leav­ 
ing the design, say lilies, cr dogwood, or some 
other bold flower iii plum ground, outlined with 
stamens and veinings or streakings in washing 
sJiks.—[Art Interchange. 


O iB u iu e n ta l A c c e s s o rie s . 
Very pretty three-cornered tables are covered 
with plusU, caught up on the sides, held with gilt 
ornam ents, aud finished with silk netted fringe. 
Pretty designs for cabinet doors, to be painted in 
oil, are sprays of purple clem atis, trumpet creep­ 
ers or passion flowers, or groups of orchids, nas­ 
turtium s, lilies, gladiolas, or cbrysantliemiums. 
Hanging thermometers on bevelled panels of gray 
wood show appropriate painted designs; one rep­ 
resents a wee damsel Iii a red hoed and blue 
frock, trying to keep her umbrella over ber head 
in a driving snow storm; another, a quaint little 
figure seated before an open wood tire. 
A strik­ 
ing and pleading 
decoration 
for 
the high 
mantel of a spacious room ie a lambrequin of 
olive plush, painted in oil, with a design of 
pumpkin 
vine, 
showing beautifully, shaded 
leaves and the great golden chalices of the flow­ 
ers. A magnificent red plush lnmbr<(]utii Is em­ 
broidered with upsprluging ferns and stalks of 
golden rod. Golden spangles aud small gilt cur­ 
tain rings caught dowu by heavy, dull red and 
nine silks, and arranged geometrially on bands of 
golden olive plush fringed by olive, gold and 
green tassels of rich silks, form the effective d e c o ­ 
ration of a black satin table scarf. A oretty style 
for portieres aud wail hangings is shown in a 
panel of stout serge, striped at the distance of 
every four or five inches by two-ioch bands of 
darker 
plush, enhanced 
by 
yellow daisies. 
If 
you 
have 
not 
foldiug-doors 
between 
your 
parlors, 
try 
draping 
th e. doorway 
(take the 
door off 
the hinge*) with heavy 
curtain or a single 
one, or fasten up an 
Eastern rug—even one of the striped cashmere 
shawls will do—and by and by, if it can be afford­ 
ed. lasten a plaque of Benares brass to it—aud 
benold the unsocial-looking door-place has become 
a thing of beauty. A very pretty portiere or a 
window curtain may he made of felt, which is now 
manufactured for embroidery purposes. A light 
shade of blue, decorated in upright rows of sun­ 
flowers and leaves ou their stalks, is especially 
effective. Tile flowers may he done either in ap­ 
plique or in crewel work. Hie curtain is much 
prettier with a band of dark rod plush or velvet- 
iue at the top and bottom. 
A very pretty ar­ 
rangem ent for bedroom windows is to put small 
white curtains close to the sash, the soft (olds 
being tied back with a satin bow, while the col­ 
ored ones haug either from a rod of brass or 
wood. 
V alance*. 
The newest valances for mantel shelves have a 
large design, worked only in the centre; aud if 
there are small curtains at ouch side, a corre­ 
sponding desigu is in tho cornor nearest tile fire. 
A design of largo lilies, or rich, rod peonies or 
sunflowers, on peacock blue plush, looks most 
beautiful. Folding screens of brown velvet, vel­ 
veteen, or plush, with a lattice worked in shades 
of brown, and the large purple, white or pale 
mauve clematis (Jack m an !!an d leaves trailing 
overthe surface aud in ana out, is a most effec­ 
tive design. For this stylo of work the screen 
should ne tliree-ieaved, the centre panel tieing 
just double the width of tho other two. 
When 
open. it makes a good protection against draughts, 
aud forms at once a snug corner to auy room. 


H u n s . 
Made of scraps of cloth or old felt skirts cut 
into geranium leaf shapes, in three sizes, and 
embroidered around the edge in button-hole 
stitch, and the veins of the leaf in herring-bone 
stitcb, all colors or shades of yarn and zephyr be­ 
ing used. These pieces are fastened to a piece 
of heavy carpeting the shape of the rug, with a 
bit af haudsome brussels or velvet carpet In the 
centre, and the leaves arranged with regard to 
color around it, the pieces slightly over-lapping 
each other. They are very pretty; so, too, are 
pieces of bright hued carpets eugoil with tapestry 
fringe to match the coles, for a rug to lay down 
in front of abed, lf alining of an old quilt or 
com fort is added, tho comfort of tile bare feet 
which rest ou it will be materially increased. 


T o C l e a n L a c e * . 
Draw over a bottle a stocking leg, and tie it at 
each end. On this tack the lace carefully aud 
put it in a kettle of cold water with shavings of 
wUite soap iu it. Raise it to a boiling point, re­ 
move, cool and rinse. If a cream color is desired, 
rinse in cold coffee or saffron water. 
Dry aud 
remove from the bottle. 
1‘ick out tile purling 
with a pin, and lay between Bott papers and 
under a heavy weight, l.aoo curtains should be 
folded and tacked in place, then washed accord­ 
ing to above directions. Rinse in blue-water and 
starch in very thin starch. Then fasten a clean 
sheet to the carpet or bed-spread, and pin the 
curtains ou it to dry. No laces of any kind should 
be rubbed or wrung. 
They may be passed 
through the wringer without injury. 
'W indow L u m b rr q u iii* 
can be of black calico, with sprays of cretonne 
flowers tackod on, or gay cretonne stripes can be 
sewed in. Tne edges can be pinked and the whole 
lined with stiff paper or old roller shades. 
Now 
have cheese cloth curtains (two widths), either 
edged with seven cent lace or plain, under these 
lambrequins, and put a cornice of wood covered 
with wiae paper bordering above them, ana your 
windows will he dressed. Now, it you null a wide 
board over your mantel and cover it witn calico 
decorated with the same sprays of flowers that 
you have put on the window lambrequins, you 
will find the aspect of the room quite changed. 
T a b la Cover* 
may be made of Canton flannel—brown wears 
best—and brightened with point russe embroidery 
in zephyr. An applique of bright flannel, or a cre­ 
tonne border is very pretty. 
C rum b Cloth* 
for the dining-room may be made of coffee sack­ 
ing, lined so they will lay smooth, with a border 
of the gay Japanese calico that is used to border 
comforts sewed to it. 


O n e o f T h o s e S e e m in g SI I rn cie*. 
[Augusta (Me.) Journal.) 
A remarkable 
but well-authenticated story 
comes to us from North Manchester, which reads 
Uke a miracle. Last Friday afternoon a Mr. Lyon 
of tnat place to all appearances died suddenly 
from some mysterious cause. 
Neighbors were 
called in, who, after examining the body, pro­ 
nounced life extinct. In about two hours the sup­ 
posed corpse began to manifest signs of life, and 
soon revived until he became as well as before the 
incident happened* 


THE LADIES’ BAZAAR. 


W hether It 
is Easier to 
Happy or Unhappy. 


be 


The Artistic Claims of Modern 
Styles of Dress. 


A b o u t B u y in g 
N e w 
D r e sse s 
a n d 
F u r b ish in g U p Old O n es. 


Happiness and unhappiness are to a degree 
merely relative terms, and the individual who 
prides himself upon being miserable and always 
looking at everything In the darkest possible 
light, and w hose chief claim to distinction lie* in 
the fact that he can uever be made to confess 
that ho is happy, may really enjoy life much more 
man the one who always seems to enjoy every­ 
thing that comes in lits way. But whether merely 
relative or not. tho moods which they repre­ 
sent are, to a greater or less extent, Interchange­ 
able, and dependent upon the efforts of the will. 
What need is there, save in exceptional cases, 
that people suould ho unhappy? 
For the vast 
majority of people, through tho greater portion 
of their lives, it is just as easy to be happy as it 
is to he unhappy, and, indeed, a little easier; for 
happiness is really the normal condition, and to 
get out ol it and into the abnormal requires far 
more effort than it would to remain where they 
Aud themselves. 
To enjoy tho things about 
us 
should 
be 
as 
natural 
as 
to breathe 
the air bv which wo are surrounded, and to take 
pleasure in the days as they bring to us their 
varied burdens, ss commonplace a tiling as it is 
to eat and drink when we hunger aud thirst. 
I rue, there may be trouble and care and sorrow, 
aud to some people it happens that their entire 
lives aro filled wit!) these, hut they are few—at 
least those who have 
the genuine 
article* 
are 
few. 
There 
are 
many who till 
their 
lives 
with 
a 
bogus article 
of 
their 
own 
manufacture, and 
spend 
much time 
think­ 
ing how unhappy they are. They probably enjoy 
their illusion luueli more than' they would its 
reality. Perhaps the greatest num ber of people 
spend their lives in that borderland between 
happiness ami unhappiness, where they do not 
know, and never stop to think, w hether they are 
happy or miserable. 
The truth concerning them 
is that they are unconsciously happy. They are 
enjoying hic without knowing It. 
What they 
need is to be waked up and made to understand 
that life is pleasurable and that they ar* enjoy­ 
ing it, but that they will enjoy it much more if 
they can bring themselves to a proper apprecia­ 
tion of the fact. 
A rtistic If re**. 
In the May num ber of the Magazine of Art, 
Alice 
Comyns 
Carr 
discusses “The Artistic 
Aspect of Modern Dress" in a very—in the main— 
commendable way. 
)> nile wo cannot accept all 
her conclusion^! especially those concerning the 
beauty and grirco of the dress of peasants and 
artisans, still ber observation* concerning me 
ares* of tho present time are so full of both good 
sense and good taste, showing at once the prac­ 
tical mind and the artistic eye, that we cannot 
lorbear quoting extensively irom her paper. She 
says: 
it is undeniable that of late years there has 
been a great improvement in all that concerns 
the choice and arrangem ent of color, whether in 
house decoration or costume. 
The advance in 
this latter directum has, indeed, been altogether 
remarkable; and whereas our streets were wont 
to be unenlivened by the slightest streak ot 
brightness in women’s dress, while our evening 
assemblies blazod with the rankest hues, tones at 
ouco stronger and softer have taken the place of 
m e hideous blues aud mauves and magentas of 
yore. A harmonious blending of tints, as well as 
a choice of pure colors, has become the “ fashion” 
in costume. But -iu respect to form, improvement 
is not so evident. 
Ail dress must needs begin In applicability. 
It 
was invented tor use and not for ornament; and 
it was only out of the exaggeration of Its particu­ 
lar leatures that it ever became what is fancifully 
called “costume,’’ and th nee, escaping from all 
reasonable control, often descended to absurdity. 
Thus tho Elizabethan ruff—in its original pro­ 
portions a becoming frame to the bead and faco 
—ended as a still and starched monstrosity, detri­ 
mental alike to comfort and beauty. The stay and 
long bodice, possibly invented as a support to 
weak persons, and perhaps in their first stages 
even becoming to corpulent figures, de^sneratud 
Into bard whalebone stomachers unsuitable to 
mo soft outlines of woman, and led to the very 
harmful and ugly practice of tight lacing which 
has survived to our own age. Even the pointed 
shoe, laughable at last in its affectation, may 
have originated in a plausible desire lo flatter the 
size and shape of the foot, though, iudoed, it can 
ueve.r 
luivo been so pretty and comfortable 
a 
make 
as 
Hie 
full 
cloth 
or velvet shoo 
toed with loather. 
Many illustrations might 
bo 
quoted of the danger of studying 
tho 
becoming 
in 
areas 
lieiore 
the reasonable; 
aud, 
if this 
lie 
allowed, 
it 
follow* 
that 
all good modes must he developments of the dress 
of those who have to suboruinate appearance to 
practice. Tbs beauty of any garm ent consists In 
its fitness for the office assigned to it; aud though 
tne variety of costume must, of 
course, be 
moulded to the separate exigencies of different 
stations and methods of life, ss well a* to indi­ 
vidual peculiarities of faco aud figure, I cannot 
but think that women In the present age would 
do well to discard the present style of “ making," 
which is complex in itself and overloaded with 
ornament, and remodel dress on the principles of 
those to w hom the first aud greatest considera­ 
tion was convenient simplicity. 
Trimming, for trim m ing's sake, is a fault which 
cannot ne too careful y avoided. The embroider­ 
ing of a bordor—provided tho colors and design 
be wed choseu—or even the sewing on of braids 
In the form of a border, on tho hem of petticoats, 
skirts or jackets, is quite admissible, because a 
reasonable torii) of dec oration; so is a border of 
fur, or a banging frill of lace or of fringe; but 
the unconsidered use of these things In inappro­ 
priate positions is a flagrant 
error. 
Lace, 
instead 
of 
being 
used 
at 
the 
edge, or 
apparent edge, of a garment, is too often 
sewn tight upon its surface, to “show the 
pattern” ; whereas all such trimmings, being pie- 
sumably tho working or fraying of tile border of 
the stuff, must necessarily tie placed at its limit. 
Thus, too, insertions are applied upon a material 
instead of being sown in between its edges; and 
frills are placed anywhere but as a pendant edg­ 
ing, their only proper use. Nor in adopting sug­ 
gestions from the rich costumes of past days are 
dressmakers a whit more reasonable. For in­ 
stance, slashed sleeves and bodices have been in 
vogue among us lately; and it may sometimes 
have been noticed that the “slash,” instead of 
being a material, presumably that of Bn under­ 
garment, pulled through holes cut in the top- 
wear, lias been a piece of stuff palpably sewn on 
outside the dress or sleeve, iu the guise of a puff. 
So. again, with velvet collars and cuffs put on to 
trim a stuff dress; they should suggest an under­ 
dress turning back at the throat and wrists, lint 
tlie>' are often separate, and removed from the 
edges, thus effectually dispelling the illusion. 
The “ princess” is the most graceful of mod­ 
ern dresses, whether made to fasten up the front 
or at the hack. Another variation to fasten on 
the shoulders and under the arms avoids tho un­ 
seemliness of fastenings down the hack or front, 
and does much to ensure smoothness of tit. This 
mode, so 
long as 
it 
be 
not pinched 
at 
Hie 
waist, 
is 
by 
far 
the 
most 
univer­ 
sally becoming and 
practical 
of 
all. 
The 
worst feature of present female costume is the 
fashion of long bodices made separate from tile 
skirt. This fashion is both highly injurious—it 
throws the whole weight of the skirts on to the 
weakest portion of the body—and exceedingly 
unbecoming, inasmuch as it divides with a cross­ 
line below the hips, which detracts from tho 
wearer’s appearance of height, an effect which is 
all the more apparent when skirts are short. 
D re**e* N e w a n d O ld . 
The following hints from Harper’s Bazar con­ 
cerning the buying and making of new dresses 
aud the furbishing up of old ones are very prac­ 
ticable: “The revival of colored faille as well as 
black is an accomplished fact, as this finely repped 
silk is even more used than satin surah in the 
combination dresses brought over from Baris. 
Tnere are, however, few dresses made entirely of 
faille, for this fabric does not drape softly, and 
cashmere of the same shade witn an embroidered 
selvedge is preferred lor the drapery, while the 
basque and lower skirt are of faille. A pretty de­ 
sign for such a combination bas Greek drapery of 
the cashmere; the faille skirt is without flounces 
in front, but is laid in a fan cluster of lengthwise 
plaits ou the left side, where it is disclosed by the 
draped cashmere. Two plaited flounces cross tho 
back, and the tunic falls behind in great double 
box plaits. The faille basque is laced in front, 
pointed behind, aud has two side-plaited frills 
sewed to this point, each containing two breadths 
of silk, aud one of these is threo-eightusof a yard, 
while that resting upon it is only half as deep. 
For such a dress seal-brown faille and cashmere 
are used, and the whole may be enlivened by a 
little pale-blue satin or moire introduced in the 
middle of the Greek plaits on the lower skirt, 
lining the plaitings at back of basque, and as a 
facing for the open embroidery that trims the 
surplice neck aud square cuffs. Black faille and 
casdm ereare very simple and elegant made in this 
way, and brightened by geranium-red moire or 
satin. 
“The ready-made suits of cloth-finished flannels 
that are neatly made and sold for $25 are tho 
most satisfactory of all ready-made dresses, be­ 
cause they are of simple styles, with most of the 
outlay for their pure wool material. The round 
skirt Is partly laid in deep plaits, aud is plain 
like a kilt in front, with a row of buttons and 
mock button holes down one side, and a draped 
apron over-suirt permanently attached at the 
belt. The basque has a single-breasted or else 
diagonal front, with Byron collar, square cuffs, 
and box-plaited 
backs. 
Black, 
brown, deep 
green, and cadet gray flannels and cashmere suits 
are similarly made. 
“ Porcelain or soldier bine cloth Jersey basques 
are used with the black silk or Ratio riucnesse 
skirts of last season. 
Terra-cotta cloth aod dark 
olive green basques are also seen, with occasion­ 
ally a velvet jacket. There is none of the color 
put on the black skirt, but the cloth jackets,"no 
m atter of w hat color, have frogs of black braid 


A f t e r eating cash meal take a dose of Brown’s 
iron Bitters. It helps digestion, relieves the fall 
feeling about the stomach. 


on them; six frogs of even sizes are preferred to 
those that are graduated in size. English home­ 
spuns of dark checks, tan-colored cloth, and tile 
new nlue and brick-red shades are made into 
hunting jackets to wear w ith dark skirts in the 
street, while for Hie house in the morning ar- 
prottv belted aacquea of dark navy blue and wine 
colored foulard spotted with white. 
For more 
dressy waists tight basque shapes are preferred, 
and the •stained gl ia*’ pattern* of foulard, with 
many colors covering the t ibric, are used. Tinted 
peon buttons, nearly white, and shaped like 
berries, fasten these pretty waists, or else they 
have lull frills of creamy lace and many loops of 
narrow ribbon." 


A M a r v e l l o u s C h o a g e . 
A New York clergyman, Rev. Jam es M. Pull­ 
man, recently delivered a 
lecture on "W hat 
Women Can Do in tho Nineteenth Century," in 
which he said: “One of the greatest marvels of 
human progress is the change which ha* taken 
place in tho estim ate of Woman’s nature and 
capabilities and 
the consequent enlargement 
of ber sphere of action in the world’s affairs. But 
this change has been the slow growth of centuries 
and Is very far from being yet complete. Indeed, 
the experiment has ouly now roached that vital 
stage where tho final test is directly applied 
to herself, lier chains are broken, practically she 
is as free as man is to choose lier career In lire. 
Once it was held that ’woman's strength is in lier 
weakness’—an abominable lie, a tyrant's lie. 
Now it Is perceived that tho qualities called 
respectively manly 
and 
womanly 
are 
inter­ 
changeable, and are both essemial to either per­ 
fect manhood or perfect womanhood. 
’Strength 
and honor’ are as vital to woman as to man, and 
Hie disposition to give ber a lair field and an equal 
advantage with man in the groat struggle of life 
is among the most significant and hopeful signs 
of Hie times, and justify the statement that in 
tins caligated age woman has her destiny prac­ 
tically in her own hands." 
Ko Ii no*. 
Dolman* are the leading spring wraps, but the 
English walking jacket is preferred by young 
women. 
Very long m itts, in all shades of color, will be 
much worn a* the season advances. Silk and 
Usle-thread gloves have very long wrists. 
Very fine wood carvings by American artists 
are seen on the handles of many coaching para­ 
sol* tiiat are erroneously supposed to come from 
over the water. 
Tho utility suits in cheviots,melton and G ilbert 
cloths are worn on all occasion* that caff for an 
unceremonious out-of-doors toilet, and will be 
worn as travelling dresses in midsummer. 
The Princes* of Wales, who is a long necked 
slender woman, always wears a velvet band about 
ber throat. As a consequence, velvet throatlets 
are being much worn by ladies of a sim ilar form. 
But stout women with snort necks cannot essay 
them. 


( R O C H E T 
A N D 
K N I T T I N G 
W O R K . 


E x p l a n a t i o n o f T e r m * T ie d 
In 
K n i t t i n g 


o r C r o c h e t . 
In knitting tbe different patterns careful atten­ 
tion should be given to the meaning of the terms 
used. “K nit one" means kutt one plain, ordinary 
stitch. “ K utt two” means knit two plain stitches, 
oue at a time. 
In “knit two together," the right 
needle is put through two of tho loops ou tbe left 
which are knit as olio stitch. This is one of the 
usual ways of narrowing. Another method is to 
knit two plain stitches, o'no at a time, and then 
with the left needle cast the Hest over the second. 
“Slip one” is to luke a stitch off tbe left needle 
and slip it on the right without knitting. In “cast­ 
ing off,” knit two plain stitches, throw (with the 
left needle) the first over tfie second, knit a tbird, 
throw tho second over tile third, kult a fourth, 
throw tfie third over the fourth, and so on until 
the last stitch is reached. “ .Make one," “over,” 
“throw the cotton or wool forward,” all mean the 
same thing. 
In ordinary knitting the cotton is 
below, or on the side of the work farthest from 
tbe knitter. To “make one" is to bring the cot­ 
ton forward round the end of tile right needle lo 
the front or near side of the work. This causes a 
loop on the right needle when the next stitch I* 
knitted, and till* extra loop is the “made” stitch. 
Making one, followed by knitting two together, 
with the next row all plain, forms the pretty open 
stitch known as point lie riz (rice stitch). To 
“make two,” the cotton 
is brought to the 
front 
as 
in 
"making 
one," 
and 
is then 
carried 
once 
around 
the 
right 
needle. 
'Hie effect of 
this 
is 
to make two loops 
o i'stitches, lienee the name. “ Purling" Is making 
arever-o or back stitch, and Is the same as seam­ 
ing In plain knitting. The cotton is brought to 
the front as In making one, lyid the right ueedle 
is passed through tile next loup from tile right to 
the left, Instead or as in a plain stitch. 
Remem­ 
ber, always bring tile cotton forwatrt before purl­ 
ing, aud always pass it back to tile under aide of 
the work after ihe purl stitches are made, and 
before the next plain stitches are kult. “ Twist" 
stitch Is made by knitting troin the back part of 
the loop. The right needle is put in behind the 
left needle and passes through tne loop from 
right to lett, much the same as in purling, ex­ 
cept that in purling tho needle is passed through 
the front part of the loop. “Star* (*) In knitting 
are used to prevent useless repetitions. Thus: 
Suppose the directions ran, knit two, * over, am t 
two together, repeat from • twice, purl one. Writ­ 
ten out in full this would be: Kult two, over, 
knit two together, over, knit two together, over, 
knit 
two 
together, 
purl one. 
The “stars” 
save 
the 
repetition 
of 
Hie 
words 
over, 
knit two together. The standard term s in cro­ 
chet are very simple aud easily understood. We 
give below the different stitches. “ Mingle stitch," 
ore. c.;,put the needle In a stitch of tile work, 
bring the cotton through in a loop, and also 
through the loop on tile needle. “ Double crochet," 
ord, o.; put the needle in a stitch of the work, 
bring the cotton through; take up the cotton 
again and bring It through tho two loops. “Treble 
stitch;" turn the cotton round tbe needle, put it 
in a stud), bring the cotton through; then take 
it up and bring it through two loops twice. “Long 
stitch,’’ or long trode; turn tho cotton twice 
round the needle, work as the treble stitch, bring­ 
ing the cotton through two loops three times. 
Extra long stitch; turn the cotton three time* 
around the needle, work as treble stitch, bringing 
the cotton through two loops four times. It is 
probably uot necessary to explain “chain," as it 
is the foundation of all crochet, and is simply a 
straight series of loops, eucn drawn with tbe hook 
through the preceding one. 


C r o c h e t L a s in g w ith F e a t h e r B r a id . 
Take the same cotton and needles aa above di­ 
rected, aud tho length required of braid for 
edging: 
First row—Crochet one double into two loops 
together of the braid, four clialo;one double into 
next two loops together, eight chain; one double 
into same loop that til* last stitch was taken, so 
as to make loop, lour chain. Repeat to the end of 
braid. 
Second row—Two double 
under eight chain 
loop, five ohain; one double under same loop, ten 
chain; one double under loop, Uve chain; two 
double under loop, five chain. Repeat the whole 
length. 
Third row—Two doubles under ten chain, six 
chain; one double uuder same loop, six chain; 
oue double uuder loop, ten cham; ene double 
under loop, six chain; one double uuder loop, 
six cbalu; two double* in same loop, five cham. 
Repeat. 
Fourth row—Repeat the third row, except that 
seven chain are worked instead of ten cham. 
For heading, ou opposite edge or braid: First 
row, oue double treble, separated by one chain, 
tutu each loop of braid; second row, one double 
under every stitch of last row. This make* a 
lovely trim m ing for cambric dresses. 
A 1‘retty T idy. 
The requisites are a ball of number fourteen 
tidy cotton, and a wooden frame about twenty 
inches square, with an inch sprig driven half 
down in the centre of each corner, and himilar 
outs along tbe sides in line with these, aud mu 
inch apart. Fasten your cotton so lite second side 
sprig, aud weave from this sprig to the oue 
directly opposite, passing round each sprig three 
or lour times, then draw the thread to the next 
sprig aud weave in tile same manner. Continue 
this until you reacn the second sprig from the 
side you are working toward. Now eros* these 
threads in the same way from the other two sides, 
then cross with tbe same number of threads diag­ 
onally iu both bilection*. You will t lieu have on 
your frame tour warps, each in different direc­ 
tions. With a ueedle and tidy cation securely 
la s ten as they are every place where lour threads 
intersect, drawing tbe cotton from one to another. 
Cut the cotton at every sprig aud it is finished, 
except trimming the fringe a little. Made In this 
way they are serviceable, and leis work thau you 
would think. 
U * k - L e * f S to c k in g . 
Cast on 144 stitches, or any num ber of stitches 
that will divide by twelve. 
First row—* Slip aud biud, knit five, seam two, 
thread over, knit one, thread over, seam two; 
repeat from *. 
Second row—* Slip and bind, knit four, seam 
two, knit three, seam two; repeat Irom *. 
Third row—* Slip aud bind, knit three, seam 
two, knit oue, thread over, knit oue, thread over, 
knit one, seam two; repeat from *. 
Fourth row—* Slip and Mud, knit two, seam 
two, kult Ave, seam two: repeat from *. 
Fifth row—* Slip and bind, knit one, seam two, 
knit two, thread over, knit one, thread over, knit 
two, seam two; repeat from *. 
Sixth row—* Blip* ana bind, seam two, knit 
seven, seam two; repeat from *. 
Now you have got finished one-half of a leaf, 
and another leat half done, you will commence by 
putting your thread over, knit one, thread over, 
seam two, repeat the same as at first, always re­ 
membering to knit the loops for stitches. 
K e lt Edging. 
Use flue steel 
knitting 
needles and 
No. 
80 linen thread. Cast on fifteen stitches and 
knit across plain. 
F irst row—Slip first stitch, knit two, thread 
over, knit two together, thread over, knit two to­ 
gether, three plain, thread over, knit two to­ 
gether, thread over three time*, knit two together, 
■nit one plain. 
Second row—Slip one, knit one, knit first loop, 
seam second loop, knit third loop, kuit two plain, 
thread over, knit two together, Knit five plain, 
thread over, kuit two together, knit one plain. 
Third row—Blip one, knit two plato, thread 
over, knit two together, one plain, tnread over, 
knit two together, two plain, thread over, two 
together, five plain. 
Fourth rev—Slip one, six slain, thread over^ 


N o m M en ! 


Dr. J o h n F. H a nc o c k, 
late President of the National Phar­ 
maceutical Association of the United 
cUtes, says: 


"Brown’s Iron Bitters ha* a 
heavy sale, is conceded to be a fine 
tonic; the character of the manu­ 
facturer* is a voucher for its purity 
and medicinal excellence." 


D r. J o s e p h R o b e r t s , 
President Baltimore Pharmaceutical 
College, says; 


" I indorse it as a fine medicine, 
reliable as a strengthening tonic, 
free from alcoholic poisons." 


D r. J. F a r i s M o o r e, P h . 
D., Professor of Pharmacy, Pal tv 
more Pharmaceutical College, says: 


" Brown'* Iron Bitters is a safe 
and reliable medicine, positively 
free from alcoholic poisons, and can 
be recommended a* a tonic for use 
among those who oppose alcohol." 


D r. E d w a r d E a r ic k s o n, 
Secretary Baltimore College of Phar* 
macy, says * 


" I Indorse It as an excellent 
medicine, a good digestive agent, 
and a non-intoxicant in the fullest 
•ease." 


D r. R i c h a r d S a p in g t o n, 
one of Baltimore’s oldest and most 
reliable physicians, says: 


"A ll who have used it praise it* 
standard virtues, and the well­ 
known character of the house which 
makes it is a sufficient guarantee 
of iu being all that is claimed, fo. 
they are men who could not be in­ 
duced to offer anything else but p 
reliable medicine for public use." 


A Druggist Cured. 
Boonsboro, Md., Oct is, rMst 
Gentlemen : Brown's Iron Bit­ 
ters cured me of a bad attack of 
Indigestion and fullness in the stom­ 
ach. Having tested it, I take pleas­ 
ure in recommending it to my cus­ 
tomers, and am glad to say it give* 
entire satisfaction to all.” 
Gao. W. H o f f m a n , Druggist. 


Ask your Druggist for B ro w n ’s 
I RON B itte r s , and take no other. 
One trial will convince you that it 
is just what you need. 


two together, five plain, thread over, two together, 
on*' plain. 
Fifth row—Slip one, two plain, thread over, 
knit two together, |two plain, thread over, knit 
two together, one plain, thread over, knit two 
together, five plain. 
Sixth row—Slip aud bind two, knit four plain, 
thread over. knit two together, five plain, thread 
over, knit two together, one plain. 
You now have fifteen stitches to commence with 
again. Commence at number one. 


\ a r r o w E d d a * . 
Cast on twelve stitches. 
First row—Slip one, knit one, thread over twice 
aud narrow, knit tbe rest plain. 
Second row—Blip one, kuit eight, knit one loop, 
purl one, knit two plain. 
Tbird row—Slip one, knit the rest plain. 
Fourth row—Slip one, knit the rest plain. 
Fifth row—Blip oue, knit one, thread over twice 
and narrow, thread over twice aud narrow, knit 
three, thread over twice and narrow, knit two. 
Sixth row—Blip one, knit two, knit one loop, 
purl one, knit four, knit one loop, purl oue, knit 
one, knit ono loop, purl one, knit two. 
seventh row—Slip one, knit the rest plain. 
Eighth row—Slip one, knit tho rest plain. 
Ninth row—Slip one, knit one, thread over 
twice and narrow, thread over twice and narrow, 
thread over twice and uarrow, knit me rest plain. 
Tenth row—Slip one, knit eight, knit one loop, 
purl one, knit one, knit one loop, purl one, knit 
one, knit oue loop, purl one, knit two. 
Eleventh row—Blip one, knit the rest plain. 
Twelfth row—Slip and bind off seven, knit the 
rest plain. 
Repeat, commencing with first raw. 
F lu te d L a c e w ith H o le * . 
To be knit with Saxony or any kind of cotton 
you fancy, aud with any itzed needles. Cast on 
eighteen stitches. 
First row—Knit across plain. 
Beoond row—Purl fourteen, leave four stitches 
on the left-hand needle, turn the work, and, 
Third row—Knit plain all the way across. 
Fourth row—Purl fourteen, turn the work as in 
the second row. 
Fifth row—Knit plain. 
This ends tbe first 
fluting. 
FOR THE SECOND FLUTING. 
F irst row—Knit plain all tbe way across. 
Second row—Knit Tour, purl tourteen. 
Third row -K n it one, • thread over, knit twa 
together, repeat from * seven times, or until yon 
have a row of eight holes, knic one. 
Fourth row—Knit four, purl fourteen. 
Fifth row—Knit four, pnrl fourteen. 
Repeat these two flutings until you have as 
many as may be desired. 
A N arro w I.o rc (o r J a c k e t Sleeve*. 
Cast on seven stitches. 
First row—Knit two, make two by putting the 
wool twice over the noedle, narrow, taking the 
stitches from the hack loop, repeat, knit one. 
Second row—Seam two, knit one stitch, seam 
oue stitch in the two loops on tbe needle, knit 
one, seam one; knit one, seam one in tbe loops, 
knit two. 
Third row—Cast off the first three stitches, knil 
six. 
Fourth row—Beam two, knil five. 
Repeat from the first. row. K nit enough to go 
round tne bottom of jacket, the neck and sleeves, 
and sew it on with tbe wool. Run a narrow satin 
or gros-gr tin ribbon under the lace at the throat, 
aud above it at the wrists to fasten them. 
N * rr* w L a c e , 
Cast on seven stitches. 
F irst row—Slip one, knit two, thread over, 
narrow, thread over twice, knit two. 
Second row—Slip one, knit two, seam one, k nit 
two, over, narrow, knit one. 
Third row—Slip one, knit two, over, narrow, 
kuit tour. 
Fourth row—Slip one, knit five, over, narrow, 
knit one. 
Fifth row—Slip oue, knit two, over, narrow, 
over twice, narrow, over twice, knit two. 
Sixth row—Slip one, kuit two, seam one, k nit 
two, seam one, knit two, over, narrow, knit one. 
Seventh row—Blip oue, knit two, over, narrow, 
knit seven. 
Bind off five stitches, knit three, over, narrow, 
knit one. 
C r o s s e d S t i t c h . 
Cast on forty-three stitches. K nit once across 
plain. 
First row—K nit one plain, then knit six, put­ 
ting the thread arouud the needle four times, one 
plain, and so to tbe end, the last stitcb being 
plain, aud one plain between each group of six. 
Second row—Oue plain, take off tbe next six 
stitches, letting them out to iull length, with tbe 
left-hand needle lift the hr»t three over tbe last 
three, sli|> tbe last three also on the left hand 
needle, knitting them off pluiu. 
K nit across three times plain and repeat from 
the first row. 
I hope this will be plain, for it i* 
a pretty stitch. I think yon wilt have no trouble. 
Remember the last three are knit first. 
T h e C are a f T ow els. 
Never put a new towel in tbe wash until 
you have overcast the fringed edge. The nee 
of this is obvious the moment one is told of it, 
though a dozr’u towels m ight be worn out be­ 
fore one would discover it. 
lf, when towels 
are wasned, the fringe is shaken well before 
they are bung up to dry, tbe fresh appearance 
will be preserved for a’ long time. 
If vigor­ 
ously shaken that 
is all 
that is necessary; 
otherwise it is best to have the laundress whip 
tbe fringe over tbe clean back of a kitchen 
chair. This is much better than any combing 
process. Besides, it does not wear tbe fringe ae 
much. 
K eato rian V elvet. 
It is not always convenient to hold a bulky 
Eiece of velvet over a teakettle when the pile has 
een flattened by shop wear or by water spots. 
An easier way is to wet a towel thoroughly and 
fold it over a hot iron. Hold tbe iron, wrapped 
in this way, directly over the spotted part of the 
velvet, so that tbe steam will reaoh that part. Do 
not let tne iron touch the velvet, as it is only the 
steam th at is wanted to lift the m atted pile. 
H in t* o n I r o n in g . 
If starch sticks to flat-irons it can be removed 
in a much better way than to scrape it off within 
knife, as the particles are almost sure to foil noon 
the garm ent you are ironing, aud so make trouble; 
tie a lump of beeswax in a clean bit of cloth, and 
rub the bot iron on this; it will remove the starch 
at oooe. Always wash flat-irons before using 
them, even when they look clean. 


’W hen exhausted by mental labor take Kidney* 
Wort to maintain healthy action of all organs* 
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14 MONTHS! 


There in no weekly new*paper In the United 
State* that make* to libera! an offer a* THE 
W EEK LY GLOBE. 


IT IS G IV EN A W A Y ! 


For 14 month* to a n t one who send* only 5 
en beer) liars and $5. Compare TH E W EEKLY 
GLOBE with anv publication of it* class, and 
it* wonderful cheapness is at once apparent. 
IT IS TH E 
LARGEST, 
BEST 
AND 
CHEAPEST. 


FORM A CLUB AT ONCE, 


I t 4* Tory easy to do eo, because every one who 
sees a sample cony recognizes its value as 
a journal for each member of the household. 
It occupies a field of its own, and is indispen­ 
sable 
every family. 


FORM A CLUB O F FIV E, 


Bend $5, and receive an extra copy for your­ 
self 14 months free. 
A half bour passed in 
your neighborhood will secure the num ber re­ 
quired to give you the extra copv. A club 
m ar be composed of either old or new sub­ 
scribers, and may be sent to one post office or 
to different post offices, and every one who 
reads this notice is authorized to act as our 
agent to form a club. 


S IM E 
COPIES 
$1 
FOR 14 MOOTS. 


NOW IS THE TIME TO SUBSCRIBE. 


NOW IS THE TIME TO FORM CLUBS. 


14 MONTHS 


TO 
EVERY 
CLUB OF FIVE, 


AN EX TRA COPY F R E E 


FOR FOURTEEN MONTHS 


To The Sender of a Club of Five. 


TELL YOUR NEIG H BO RS! 


T H E W E E K L Y OLO B E will » « •« « !•■ • 
pear to England, Ireland ar Baatland, free 
af pottage, for S I.0 4 . 


Address 
TH E W EEK LY GLOBE, 
Boston, Mass. 


ENTRE NOUS. 


In carrying out our promise of publishing 
an Original Continued Story every five or six 
weeks of 1882, the following stories have 
already been published since January I: 


L 
B EA U G R A Y ; 


OR, 


GETTING HIS LIVING.' 


BT OLIVER OPTIC. 


II. 
BEN ’S NU G G ET; 


OR, 


A BOY’S SEARCH FOR FORTUNE. 


BT HORATIO ALGER, JR. 


HL 
A BOY H E R O ; 


OR, 


FIGHTING TO WIN. 


BT EDWARD S. ELLIS. 


These T hree Stories, if published in book 
form, would hove cost at least $1 each, or 83; 
tbe price of The W b ek lt G lobe being only 
Bl per year, it thus becomes evident that we 
have already returned to each subscriber of 
January threefold bis subscription price, te 
say nothing of the Agricultural and Ladies’ 
Departments, each of which is worth more than 
the price of the paper for one year. 
These 
T hree Stories were written expressly for The 
G lobe, aud were to be secured only by sub­ 
scription for the paper previous to their publi­ 
cation. Those who failed to subscribe then can­ 
not secure copies of them by subscribing now, 
as the stereotype plates have been destroyed. 
But 


JUST AS GOOD STORIES, 


abd b e tte r , if money will secure them, will 
continue to be given regularly every five or 
six weeks; so that any one by subscribing now 
will be certain of receiving in stories alone 


mart tim es m o re than his money’s worth. 


A NBW STORY, 


DUNN BROWN AND HIS DOUBLE, 


BT OLIVER OPTIC, 


began last week. 
As arrangements to that end 
have been perfected, back numbers will be 
supplied to all who subscribe within four weeks 
from this date. 


NOW IS THE TIME TO SUBSCRIBE. 


NOW IS THE TIME TO RENEW. 


ANO THER NEW STORY 


is in active preparation, and will be announced 
abort) y. 


NOW IS THE TIME TO SUBSCRIBE. 
NOW IS THE TIME TO RENEW. 


RENEW AT ONCE. 


During the month of May more subscrip­ 
tions will expire than iD any month of 1882. 
"We therefore kindly request subscribers to 
examine tbe date upon their papers, aud to 
rem it at once if their subscription has nearly 
expired, in order that their uaqjgs may not be 
removed from tbe mailing list. 
A prompt re­ 
mittance will ensure them against loss of a 
single oopy of Oliver Optic’* great story. 
d o b agent* will kindly look over tbe names 
of their subscribers, and, if any subscriptions 
have expired, personally solicit their renewal. 


§ asian: SSUtkljr (globe. 


TUESDAY, MAY 3, 1882. 


HOW TO REMIT, ETC- 


The W eakly Globe is sent everyw here in the 
U nited States and Canadas, one year, free of post­ 
age. for only SI OO; 6 copies for only |5 OO. 
All subscription* should bs sent by po*tal order, reg- 
fsteied letter, or draft on New York or Boston, though, 
lf more convenient for the sender, postage stamps 
will be accepted. When stamps are sent they should 
be of the denomination of one, two or three cents. 
To ensure Immediate attention and prompt answers, 
SII letters should be addressed to •• Th e Wkbk lt 
Globe, Boston. Mass." 
Every letter and postal card shonld hear the full 
name of the w riter, hts post. office, county and state. 
Every notice of change of residence should give 
former as well as present address, and both In full. 
Every notice to discontinue should give the town, 
county and state to which the paper is being sent. 
AH copies lost in the mails will be duplicated free of 
expense. 
W hen postage stamps are sent they should not be 
registered. 
All exchange newspaper* and magazines should be 
addressed simply, “Lock Drawer 6220, Boston, Mass." 
Sample copies are free. 


ADVERTISING RATES. 


Ordinary Advertising SO cts. per line. About 8 words 
average a line. Editorial Notices 50 cts. per nonpareil 
line. Discounts: 6 per cent. on 8100; IO on 8200. 


T H E C S A M ER CASE. 


The trial of Blanche Douglass and the two 
Malley boys, charged with tbe murder of 
Jennie Cramer, bae now fairly begun. 
For 
four dave past the examination of witnesses 
ha* been carried on, and the published reports 
of the proceedings thus far clearly indicate 
tbe nature of the testimony which may be ex­ 
pected thrnngbout the continuance of tbe case. 
The repulsive aud sickening details of the 
evidence presented are such 
as to shock 
and 
disgust 
all 
who 
lay 
claim 
to 
even 
the 
smallest 
degree 
of 
modesty 
and 
refinement. 
A 
more 
revolting 
narrative than that of Professor Crittenden 
concerning the work of the scientists upon 
the dead body of Jennie Cramer could hardly 
be imagined; and the testimony of the other 
medical experts in the case has been almost 
equally repulsive. 
It would seem as if no 
person with a particle-of common decency in 
bis composition would voluntarily listen fo ra 
moment longer than was absolutely necessary 
to such a horrible relation of disgusting facts. 
It would seem as if the court-room where they 
are brought out in all their nauseating fulness 
would be shunned and avoided by all except 
those whom duty compelled to be present. 
W hat, on tbe contrair, are the facts in the 
calp? Every day sinoe the opening of the 
trial tbe court-room has been packed almost to 
suffocation with a dense and eager throng of 
curious spectators. 
The rush for admittance 
has been simply tremendous. 
Men have bad 
their arms broken and women have been ter­ 
ribly 
crushed 
in 
their 
mad 
struggles 
to get into 
the court-room. 
Each day, 
after every available inch 
of 
space has 
been 
occupied, 
and 
the 
doors 
have 
been 
locked, 
a 
disappointed 
crowd 
bas gathered about the entrance, lingering 
long in the vain hope of gaining admission. 
Women as well as men have pushed and 
crowded to secure a position from which they 
might bear and see ail that was going on. 
Each day from fifteen to twenty females, some 
of them young in years and outwardly re­ 
spectable in appearance, have been present at 
the trial, and they have remained persistently 
in their seats, brazenly listening to the most 
indecent and disgusting details of the testi­ 
mony, in the face of repeated suggestions from 
the lawyers conducting 
tbe case that they 
should retire from the room. 
The moral to be deduced from these facts 
is obvious to all. 
The necessities of the law 
require that a full statement of these offensive 
details should be made in court, in order that 
the members of the jury may have a proper 
understanding of the case. 
But there exists 
no necessity, and it seems as if there could 
hardly be an excuse, for tbe admission of the 
general public to the courtroom while the 
trial 
is going on. As 
for 
tbe women 
who 
have 
manifested 
such 
an 
utter 
lack of decency and womanly delicacy of 
sentiment by the morbid curiosity which 
they have thus shamelessly displayed, it would 
be difficult to find language that would be too 
strong for their condemnation. 
The action of 
the law should compel them to take that 
course, which self-resjiect and respect for their 
sex alike would dictate, and they should be 
forced to retire from tbe court-room, where by 
their presence they become a disgrace to 
womankind and to civilization. 
It is to be 
hoped that some action of this kind may yet 
be taken. 


T H A T P E KL V I AN J O B . 


There were two 
points 
on which Mr. 
Belmont desired information from Mr. Blaine, 
and which Mr. Blaine refused to discuss, in 
tbe examination that ended iD a disgraceful 
row Thursday. 
The points were: First, in 
what way could the recognition of tbe Lan- 
dreau claim by Peru aid that country in 
paying a money indemnity to Chili? 
And, 
secondly, did Mr, Blaine make the adjust­ 
ment of ibis claim a condition precedent to 
any settlement of the difficulty between the 
belligerent republics which the United States 
government would recognize or sanction? The 
purpose of the congressional inquiry was to 
ascertain whether any officers of the United 
States, either in South America or W ashing­ 
ton, were pecuniarily interested iii the guano 
and 
nitrate 
beds, 
or 
in any 
financial 
scheme 
for 
the 
payment 
of 
the 
war 
indemnity which Chili was expected to de­ 
mand from her conquered 
neighbor. 
To 
get from 
Mr. 
Blaine 
a 
direct 
answer 
which would forever settle this disputed point 
was Mr. Belmont’s 
purpose. 
Mr. Blaine 
knew this. 
He saw the drift of tbe questions 
clearly, and doubtless he bad good reasons for 
evading the direct issue. 
Tbe further probing 
of this suspicions feature of last year’s diplo­ 
macy mav disclose the reasons, and it may not. 
But meanwhile Mr. Blaine will rest under the 
imputation of jobbery, from which he bad a 
chance to purge himself by a straightforward 
answer to direct and perfectly plain inter­ 
rogatories. 
A n analysis of the ex-secretary’s despatches 
to General Hurlbut reveals a bidden purpose 
to press the Landreau claim on Peru. 
Our 
minister at Lima was instructed to use bis 
good offices in behalf of Landreau, so that 
recognition of his claim might be had prior to 
any negotiations for peace between the two 
governments 
then 
at 
war. 
Mr. 
Blaine 
wrote 
in 
his 
despatch 
of 
August 
4: 
“ You are 
instructed 
to call tbe atten­ 
tion of the 
Peruvian government to this 
injustice and to say that the government of 
tbe United States will expect some adequate 
and proper means to be provided by which 
LaDdreau can obtain a judicial decision upou 
bis rights.” 
Now, a judicial decision hau 
already been rendered. 
The courts of Peru 
had thrown out the claim as invalid and un­ 
tenable. 
Mr. Blaine knew this, and he stood 
ready to get around tbe point, as will be seen 
by 
perusing 
his 
despatch 
further 
on. 
He says: “If the constitution of tbe Peruvian 
courts or the interpretation of tbe law by Pe­ 
ruvian judges deprives Landreau of the justice 
which the contract itself guaranteed him, 
then, in the opinion of this government, Peru 
Is bound in dnty aud in honor to do one of 
three things, viz.: Supply an impartial tribu- 
„ Bai. extend, the juanUetio* ai the preeaet 


courts, or submit the case of Landreau to arbi­ 
tration.” 
In tbe history of international intercourse 
no more flagrant violation of the proprieties 
can be discovered than is contained in this 
proposition. 
W hat does it mean ? The court 
of highest jurisdiction and final appeal bad 
thrown out the Landreau claim. 
This should 
settle the question of its validity. 
But Mr. 
Blaine thought differently. 
He demanded 
that 
an 
“ impartial 
tribunal” 
be sup­ 
plied. 
How 
did 
he 
know 
that 
tbe 
Supreme Court of Peru was not an impartial 
tribunal ? 
W hat he really wanted was a 
tribunal that would establish tbe validity of 
the Landreau claim. 
About its impartiality 
he cared 
nothing; his only purpose was to 
secure a decision favorable to the pet scheme 
he so persistently advocated. 
The partiality 
which be allowed tho government to display 
towards Peru, he thought, warranted him in 
making the demand for a special court, whose 
first duty should be to legalize the Peruvian 
company’s claims. 
And here we find the pivot on which Mr. 
Belmont’s examination turned. 
If Mr. Blaine 
could secure a favorable decision for tbe 
claimant he would next proceed to check any 
attempt at the acquisition of territory by Chili; 
for the territory most likely to be seized was 
the district on which the judicial decision 
would give Landreau a lien. 
Chili would be 
told that ber demands would be satisfied with 
cash. 
Where was the cash to be found? The 
gigantic company which was to be formed with 
the guano and nitrate beds as a basis wouM 
then come to the front and guarantee the 
§30,000,000 required. 
In his effort to make 
this arrrangement clear to the committee Mr. 
Belmont incurred the displeasure and pro­ 
voked tbe wrath of Mr. Blaine. This wa* the 
sore spot, and in probing it the member from 
New York disclosed tbe location of the cancer 
which threatened to eat into the good name 
and the honor of tbe United States if Guiteau 
had not been “ inspired” to “remove” General 
Garfield aud thus put a stop to the disgraceful 
plot. 
The main issne is still untoncbed. Mr. 
Blaine threw no light on tbe points od which 
the public desired information. 
But Mr. Bel­ 
mont’s sagacity prevented tbe dismissal of the 
whole question at issne with the sweeping 
assertions and bombastic stump Breeches of 
the ex-secretary. 
Mr. Blaine’s capacity for 
getting into big jobs and realizing large profit* 
therefrom is well known, and it will be diffi­ 
cult for him to convince thinking men that 
his untiring advocacy of LaDdreau’s claim 
was piompted by a desire to advance the in­ 
terest* of the United States alone. 


T H E C H IN E SE Q U ESTIO N . 


The Senate has passed, by a vote of 32 to 15, 
a bill forbidding tbe importation of Chines? 
laborers for a term of ten years, and specifi­ 
cally 
excluding 
Chinese 
from American 
citizenship. 
The comparatively unimportant 
amendments adopted by the Senate will neces­ 
sitate tbe return of the bill to the House, 
which will undoubtedly concur. 
It will then 
be seen whether President A rthur is really 
desirous 
of 
affording any 
relief to the 
section 
of 
tho 
United 
States patroniz­ 
ingly spoken of by Republicans as 
“our 
Pacific 
possessions.” 
The 
bill 
is 
q^t 
in violation of the 
terms of the treaty 
with China, and it cannot be fairly claimed 
that a period of ten years is an unreasonable 
term of suspension of immigration. 
But a 
politician does not require a foundation of 
fairness and honesty for the acts he performs 
at the behest of his party, and therefore there 
is no certainty th at A rthur will not veto this 
bill as he did the twenty-year bill recently 
submitted to bim. 
He can claim, with suf­ 
ficient 
show 
of 
consistency 
to 
avoid 
the 
appearance 
of 
absolute negation of 
his former 
position, 
that the new bill 
does 
not 
fully 
meet 
tbe 
suggestions 
made in 
his 
veto 
message, 
and 
upou 
that around object to its becoming a law. 
He 
was shrewd enough to leave open several ave­ 
nues of escape from any predicament in which 
he might be placed by tbe action of Congress, 
and it would be no matter for surprise to the 
friends of the measure should be avail himself 
of the opportunity to drag his party through a 
very contracted loop-hole. 
A rthur’s main objection to tbe Miller bill 
was that twenty years’ suspension of immigra­ 
tion would be a violation of the personal 
understanding alleged to have been arrived at 
by tbe treaty commissioners. 
That objection 
is just as pertinent in application to the 
new bill ; 
for the agreement, 
as stated 
by the President, was that any suspension 
should not be for a period longer than five 
years. 
Nevertheless the onjection is not an 
honest one, for the commissioners themselves 
differ widely as to the nature of the agree­ 
ment, one of them positively stating that 
thirty years would not be regarded ny tbe Chi­ 
nese government as in violation of the spirit 
of the treaty. 
Moreover, the treaty itself 
should be tbe only guide in determining 
whether 
a 
bill violates the international 
agreement, and the treaty nowhere pretends to 
fix the period for which immigration may be 
suspended. 
If tbe commissioners attempted to 
bind this government or dictate to Congress by 
auy agreement outside of the treaty, they ex­ 
ceeded their proper powers, and the President 
need have*no scruples about ignoring their per­ 
sonal opinions. 
It would be absurd to imagine that five 
years’ cessation of the Mongolian invasion 
would materially lessen tbe evil of which the 
Pacific States complain. 
Even ten years will 
scarcely allow a fair test of the experiment— 
for the bill now under consideration can be 
regarded as nothing mote than an experiment, 
which, to be of auy permanent benefit, must be 
extended over a much longer period. Tbe bill is 
a mete sop to tbe California Cerberus, and it 
remains to be seen whether A rthur considers 
it worth while to throw tbe sop. 
That A rthur and tbe Republican party have 
any sincere desire to check the influx of 
servile labor and relieve the distress of the 
white workingmen of California, nobody be­ 
lieves who has observed the course of the 
party in dealing with this subject. 
The at­ 
tempts of Republican senators to strike from 
tbe 
bill 
tbe 
section 
containing 
the 
words 
“ Chinese laborers” 
to mean 
both 
skilled and unskilled laborers and miners, 
aud 
tbe 
section 
prohibiting 
admission 
of Chinese to citizenship, 
indicate very 
plainly 
an 
intention 
to 
defeat 
the 
main purpose of the bill while seeming to 
yield to the popular demand for action. It is 
the skilled Chinese labor that is dangerous, as 
these rneu well know, and it is cheap skilled 
labor that is most valuable to tbe manufac­ 
turing interests which Arthur, Hoar and tbe 
author of tbe Morey letter have declared must 
be conserved. 
W ithout the section constru­ 
ing the words “Chinese labor” to mean skilled 
labor the bill would be uo better than a stuffed 
gunny-sack set up to scare the crows. 
The section relating to naturalization is dis­ 
tasteful to the Republicans—even to those 
who have been forced by political necessity to 
support tbe bill—because it interferes with a 
beautiful Republican scheme that cropped out 
at the Chicago Convention in 1880. 
The Re­ 
publican 
party 
has posed as 
the friend 
of tbe Chinaman, even 
going so far 
as 
to break 
its 
promises 
in 
order to prove 
its 
loyalty 
to 
the 
Mongolian. 
Give 
the 
Chinaman 
a 
vote, 
aud 
would be forget this disinterested solicitude 
for his welfare? 
A few hundred thousand 
Chinese votes m ight some day save tbe party 
of great moral ideas from being turned out 
of power. 
It will be remembered that oniy 
the threat of the Pacific coast delegates to 
withdraw iD a body prevented tbe Chicago 
Convention from adopting a plank advocating 
the unlimited uauuaU saoeu of Chinese, 
it 


should not be forgotten that none but Repub­ 
lican senators voted against the passage of the 
bill which prohibits the admission of Chinese 
to citizenship. 
It is to be hoped that President A rthur will 
feel the name pressure of political necessity 
that induced alew Republicans to grudgingly 
support the bill, and give it bis signature. The 
people of California Lave been wonderfully 
patient under the burdens of Chinese importa­ 
tion and Republican duplicity, but they have 
a 
habit 
of 
helping 
themselves 
when 
left 
in 
the 
lurch, 
and 
are 
not 
likely to submit mtioh longer to the dictation 
of Eastern sentimentalists. 
A third veto 
would in all probability convince them that 
they have nothing to hope from a Republican 
administration, no matter bow fair its promises, 
and the next step would be the forcible evic­ 
tion of the Chinese from California and con­ 
sequent trouble, which can be easily avoided 
if the President so chooses. 


B E XI OCK A TIC P R O SP E C T S. 


The failure of the present Congress to re­ 
lieve the people of the unnecessary burdens of 
taxation under which their industries and 
their labor have been struggling for years 
through an unequal and iniquitous tariff sys­ 
tem, coupled with the dissensions in tbe ranks 
of the Republican party, renders it extremely 
probable that the next House will be carried 
by tbe Democracy. 
The elections of 1880 
were carried on false pretences. 
During tbe 
last few weeks of the canvass a distracting 
issue was introduced, on which vast sums of 
money were raised among the advocates of a 
high protective tariff, whose enormous profits 
depended on the perpetuation of the system. 
Indiana was stampeded, and the fight was 
won. 
Since then the people have been brought 
to see the folly of their course; they realize 
the magnitude of the swindle of which they 
were made tbe victims, and they may be ex­ 
pected to guard against falling into the trap a 
second time. 
The blundering legislation in 
Ohio and other States where tbe party of moral 
ideas and a high tariff bas bad a majority 
adds to the confusion of the leaders, and the 
signs are propitious for a sweeping Democratic 
victory next fall. 
A correspondent of the New York "World 
has been looking over tbe situation carefully, 
and he comes to tho conclusion that the Dem­ 
ocrats will have a majority in the lower 
branch next year of at least forty. 
It appears 
that there are thirteen States in which 
d o 
change is made in the number of the delega­ 
tion by tbe new apportionment; there are three 
States in which there is a loss in the delega­ 
tion; there are twenty-two States which gain 
in the number of their representatives. 
Nine 
States in which there are changes have al­ 
ready redistricted—Illinois, Iowa, Michigan, 
Minnesota, Mississippi, Ohio, W est Virginia. 
Wisconsin, and Kentucky; seven States in 
which there are changes have already deter­ 
mined to elect at large under the provisions of 
the apportionment bill—Arkansas, California, 
Georgia, Maine, Pennsylvania, Kansas, and 
North Carolina: four other States—Massachu­ 
setts, Mississippi, New York, and Texas—will 
undoubtedly soon 
redistrict. 
Virginia has 
just failed to redistrict, aud Tennessee is at 
work in redistricting. 
The action of Ne­ 
braska. South Carolina, and Vermont in this 
matter is unimportant as affecting tbe political 
result. 
After reviewing the local situation in the 
several States the correspondent gives the fol­ 
lowing table as a fair estimate of the result of 
the October aud November elections: 
Demo- 
Repub* Gbk. 
Stats. 
crats. 
beaus. or Iud. 
A labam a....................... 
A rkansas ................... 
C alifornia.................. 
i 
.. 
Colorado...................... 
I 
C onnecticut................ ......... 
I 
3 
.. 
D elaw are....................... 
F lorida.......................... 
G eorgia......................... 
1 
Illinois ......................... ........ 
8 
12 
.. 
In d ian a......................... ........ 
8 
5 
,, 
Iow a............................... 
l l 
K ansas........................... 
7 
K entucky ................... ......... l l 
.. 
Louisiana..................... 
_____ 
6 
.. 
M aine............................. 
I 
M aryland..................... 
I 
M 
M assachusetts............ 
l l 
, , 
M ichigan. .................... 
9 
M innesota ................... 
5 
M ississippi................... 
I 
,, 
M issouri....................... 
........ 12 
2 
N ebraska..................... 
3 
N evada........................... .......... 
I 
New H am pshire........ 
.......... 
2 
,, 
New Jersey .................. ........ 
3 
4 
, . 
New Y ork..................... 
18 
N orth C arolina.......... 
I 
O hio................................ 
12 
O regon........................... 
P ennsylvania............. ......... 12 
15 
I 
Rhode Isla n d ............. 
2 
South C arolina.......... ........ 
7 
Tennessee..................... 
2 
T exas............................ 
I 
V erm ont....................... 
2 
I 
V irg in ia....................... 
......... 
7 
2 
0 . 
AVest V irg in ia............ ........ 
4 
W isconsin................... 
5 


T otals..................... 
137 
5 
Allowing for miscalculations natural on ac­ 
count of redistricting schemes in some States 
yet to be developed, it is safe to predict a good 
working Democratic majority in tbe next 
House. 


B I B B Y M O R IA R T Y B L A IN E . 


About the time that Daniel O'Connell was 
coming into public notice as a wit and a bar­ 
rister Dublin was infested with a noted scold 
in tbe person of Biddy Moriarty, who kept a 
stall on the quay for the sale of candy, cakes, 
canes, combs, fish aud other articles of neces­ 
sity aud luxury. 
She was the terror of the 
neighborhood of the Four Courts, and many a 
“smart” lawyer who was forced into an alter­ 
cation with ber was obliged to beat a hasty 
retreat to avoid ber foul language and her 
overwhelming vulgarity. 
To decide a wager 
O’Connell agreed to face the virago and silence 
ber vile tongue. 
He succeeded, by getting her 
into a passion and compelling ber to resort to 
physical force instead of verbal abuse as a 
means of achieving ber customary triumph. 
Mr. Blaine has been tbe terror of Congress 
for several years. 
He “ floored” nearly every 
man who faced bim in debate. 
Ben Hill, 
Proctor Knott and other distinguished leaders 
were severely bandied by him, and tbe two 
Massachusetts senators were completely pul­ 
verized by bis sledge-hammer blows. 
His 
weapons of attack have been “ smartness,” 
bluff, cheek aud personal abuse. 
Thoroughly 
unscrupulous, and altogether untrustworthy, 
the Maine schemer and adventurer has never 
hesitated to go to the verge of personal insult, 
but he never bad tbe courage to go beyond it. 
He bas always shielded himself behind the 
high barrier of parliamentary license. 
He 
was dreaded by every man who was brought 
into contact with him in debate. _He was tbe 
Biddy Moriarity of Congress. 
During his brief career as a cabinet officer, 
be tried the same tactics by which be earned 
the reputation of a termagant in Congress. 
He “bluffed” Chili, Peru, Mexico aud Eng­ 
land. 
For this and for other things of a 
shady character in which be was interested 
while secretary of state, he was brought be­ 
fore a committee of Congress. . He prepared 
himself with great care for tho encounter, aud 
confidently stated to a friend that “be was 
going to run things” in his own way. 
B ut he 
found out bis mistake. He attacked the wrong 
man at last. 
He fell into the trap from which 
Biddy Moriarty never was able to release her 
foot, aud be remains there tightly wedged in 
between an adverse and condemnatory public 
opinion, aud tbe fear of personal violence at 
tbe baDd-i of Mr. Perry Belmont. 
Mr. Belmont is about 30 years of age, a 
modest young lawyer from New York, and 
now serving bis first term in Congress. 
He is 
a Democrat, a well-bred, well-built gentleman 
of refined manners, quiet demeanor, aud, as 
recent events have shown, possessed of a well- 
trained mind and considerable legal acumen. 
He conducted the cross-examiuatiou of Mr. 
Blaine, and tried te elicit information con­ 


cerning the relations which the ex-secretary 
and his friends held to tbe promoters of a huge 
scheme for exacting several millions of dollars 
from Peru on account of trumped-up claims. 
Mr. Blaine resorted to bis old tactics; he 
dodged and squirmed, made stump speeches, 
gave evasive answers, and tried to throw his 
questioner off the track by abuse and ridicule. 
But to no purpose. 
Mr. Belmont followed 
him up, cornered him, pressed his questions 
with vigor and sagacity, and did what O’Con­ 
nell did in his encounter with the Dublin 
virago—made Mr. Blaine mad. 
And so the knight of Maine has lost his 
plumes. 
His prestige bas gone. 
He broke a 
lance with a stripling and the stripling un­ 
horsed him. 
Perry Belmont stands before the 
country as the only man who of late years has 
bad tbe courage and the firmness to withstand 
the bombast and bluster of this overbearing 
demagogue. 
And when the final issue came 
he showed his courage and his coolness by 
stamping him properly as “a bully and a 
coward.” 
The resnlts of Mr. Blaine’s cross-examina­ 
tion are meagre and unsatisfactory. 
The very 
things which the public wanted to know were 
carefully concealed. 
The studied reticence of 
the witness only increases the suspicion that a 
huge job was bidden under tbe “vigorous'* 
despatches that emanated from the State De­ 
partment last summer. 
The stolen records are 
still unaccounted for; tho true inwardness of 
the secretary’s solicitude for Landreau is still 
unexplained, but it has heeu established, on 
tbe authority and by tho judgment of a man 
who knows something of human nature and 
correct conduct, that Mr. Blaine is “a bully 
aud a coward,” and that he has, like Biddy 
Moriarty, fallen from bis high pedestal as a 
scold. 
Mulligan is avenged. 


EK O I.IM I P O L IT IC S. 


There can be no doubt that the tide of public 
sentiment in England is setting strongly 
against the Liberal party. 
The by-elections 
which have been held during tbe last twelve 
months have given substantial proof of this, 
and the irresolute, unsteady policy of Glad­ 
stone bas increased the popular hostility to bis 
government. 
The Conservatives have taken 
the 
hint, 
and are framing a 
platform 
on 
which 
to 
go to 
the 
people 
the 
momeut 
the 
ministry are 
compelled by 
an 
adverse vote 
or a disagreement with 
the 
Lords on a cabinet question to resign. 
The Conservative party is the 
o.nly homo­ 
geneous partv in English politics. 
It repre­ 
sents the solid political thought of the “ ruling 
elements.” 
It contains in its ranks the 
descendants of the men who stood around the 
throne in the troublesome periods of by-gone 
centuries; the men who believe in tbe pomp 
and glitter of royalty, In tbe traditions of the 
kingdom and in the House of Peers. 
Mr. 
Gladstone is at the head of a heterogeneous 
mass of malcontents. 
He leads the elements 
of opposition and holds them together with 
marvellous skill. 
They have no distinctive policy except that 
of opposition to the Conservatives, and they 
only win victories when the Tory leaders go 
too far in the extension of Great Britain’s 
glory abroad and neglect the shopkeepers and 
the farmors at home. The present government 
received its majority because Beaconsfield’s 
brilliant foreign policy in Turkey, Egypt and 
Afghanistan absorbed the national attention to 
the detriment of domestic concerns; because 
the surplus revenue had been decreased by 
expensive 
wars 
and 
diplomatic schemes; 
because 
trade 
languished 
and 
taxes 
piled up, and because questions of internal 
policy, that were of pressing consequence, 
were ignored. 
Every class in the kingdom 
that had a grievance was invited to join the 
great army of opposition. 
The trades people 
were 
promised 
cheap 
bread and 
high 
wages; toe merchants low taxes and pros­ 
perous times, and tbe W higs a chance to tri­ 
umph over their traditional enemies. Ireland 
was promised a sweeping reform in her system 
of land tenure, freedom of debate, liberal 
treatment, and a fair and ODen discussion of 
her grievances. 
The test of strength came, 
aud the Tories were defeated. 
Mr. Glad­ 
stone 
found 
Himself 
once 
more 
in the 
front seat 
of 
the 
ministerial 
benches, 
burdened with promises that he could not 
fulfil. 
And he is, at the end of his second 
year in office, floundering about in a se* of 
broken pledges, wrecked hopes and general 
inability to meet the requirements of the high 
position be holds. 
W hat retards the final overthrow of the 
Liberal 
party is, chiefly, the uncertainty 
which prevails on the question of who will 
head tbe incoming government. 
Three men 
have 
figured 
conspicuously 
as 
leaders 
since 
Beaconsfield's death, but 
not one 
gave 
satisfactory 
promise 
of 
construc­ 
tive 
statesmanship. 
Lord 
Salisbury was 
secretary of state for foreign affairs under 
Beaoonsfield. 
He was a good cabinet officer, 
but be has not been able to develop, since tbe 
death of his chief, any remarkable capacity as 
a leader. 
Sir Stafford Northcote, who leads 
the opposition iD the House of Commons, is a 
stupid sort of man, who has not the confidence 
or respect of his own party. 
The most availa­ 
ble man for leader is evidently Lord Cairns, 
who is a statesman of ability and breadth. 
He 
is by far the ablest and safest guide tbe party 
can follow, but Salisbury has the ear of the 
country aud stands well in court circles. 
His recent speech in Liverpool was a well- 
considered, although not a brilliant effort. 
It 
was a vigorous arraignment of Gladstone’s 
rolicy, and a defence of the House of Lords 
against the threats burled at it by the demo­ 
cratic and socialistic elements of his follow­ 
ing. Tbe weakness of the present government 
on foreign affairs was pointed out, and the 
failure of the Irish policy sharply brought to 
tbe front. 
But beyond some vague hints, 
nothing like a definite policy of his own or his 
party’s was outlined. W hat the Conservatives 
ueed most, just at present, is a leader. Aud 
the Liberal party will be in the same strait 
when it loses Gladstone. 


A N IN G E N IO U S P L A N . 


Professor Shaler of H arvard has an interest­ 
ing plan by which,as be believes,tbe climate of 
IN orth America 
can 
be 
most beneficial^ 
changed. In the long ago,according to this au­ 
dacious geologist,the warm Japanese ocean cur­ 
rent flowed through Bebriug’s straits into the 
Arctic ocean. Forces no longer existing caused 
tbe coasts on either side of the channel to rise 
gradually, and thus tbe straits were consider­ 
ably narrowed. Tbe resalt was that the pas­ 
sage of 
the 
warm 
current 
was inter­ 
rupted, 
and the entire northern part of 
our continent was reduced to an icy waste, 
while tbe climate of our own section of the 
country was seriously affected. 
As an evi­ 
dence that a change of this kind has taken 
place, Professor Shaler cites the well-known 
fact that Greenland was habitable some cen­ 
turies ago, while tbe climate of Iceland has 
grown much colder within historical times. 
His plan for improving the present condition 
of things is simply to make an artificial 
channel through the straits, so that the warm 
current may pass toward the pole again. Thus 
a delightful, equable climate would be given 
to North America, for both tbe rigors of win­ 
ter and the fierce heats of summer would be 
tempered. 
Professor Shaler thinks that the 
great work could be accomplished if civilized 
nations would unite iu giving to it the men, 
money and energy now expended in fighting 
each other. 


Three small boys of Roscoe, O., who have 
been spending too much time over trashy blood 
and thunder stories, have set sail in a skiff in 
search of adventures. 
Their fathers have 
started out in pursuit of them, and the indi­ 
cations are that they will soon meet with RU 
tile adventures thai want 


NOTE3 AND EXTRACTS. 


It is not always safe to assume, when a girl 
tells you that she will be a sister to yon, that 
she wishes you to become her brother-in-law. 
“ W hat a generous man Jones is!” said 
Smith to Robinson one day. 
“True,” replied 
Robinson, warmly. 
“ Yon rarely find one 
more so. 
He is always giving himself away.” 
“ Women are not angels, but plain human 
beings,” said Rev. Dr. Pullm an of New York 
in the course of his sermon Sunday. 
Rev. Dr. 
Pullm an may be a wise man in his generation, 
bitt be is not tbe sort of clergyman that you 
would call discreet. 
It is plain that he is 
married. 
Tbe following “excuse” was presented to a 
teacher in one of tbe Somerville public schools 
recentlv: 
D ear Miss 
Thise word are to L et you Know th a t I have Cap 
M arey to hom e on ocount of sickness and Bad 
w eder for She Is not S 
t r o 
n 
g 
. ------------ 
“Marey’s” absence was condoned. 
“Yis, sorr; J do go on a spree two or three 
times in a year maybe,” said Jam es Devlin in 
a Chicago police court tbe other day. A Lewis, 
a saloon-keeper in the town of Lake, was on 
trial charged with selling liqnor to habitual 
drunkards, and Devlin was testifying as one 
of the habitual drunkards in question. The 
defence objected that his admission that he 
had been “ on a spree” did not necessarily 
mean that Le had been druuk, and Justice 
Scully asked him to define the word "spree” 
as used by him. 
He complied, as follows: 
“ W ot I call’s a ‘spree’ is wen a fellar go’s to a 
ball and dances all night with a party girl,and 
has a glass a beer or two, and go’£ home and 
sleeps late next day, and the old woman comes 
to the bed aud takes him by the ear and pulls 
him out, and savs ‘it’s time to go to work, 
Jim .’ ” 
The court was satisfied. 
King Tbebaw of Burinah has begun the 
picnic season by m assacring one of his wives, 
two of his half-sisters, his prime m inister and 
fifty of Dis relatives.—[W ashington Post. 
It is estimated that at least 4000 acres are 
being planted with melons in Scott county, 
Missouri. 
The question now is: How many 
aches will those 4 000 acres produce? 
but, stay! Can it be H-nr- M-rg-n? 
She cooed; he wooed; tbe old man said 
they could if they would. No cards.—[W heel­ 
ing Register. 
Officer George S. Payne, clerk to the central 
squad at the Brooklyn, N. Y., police head­ 
quarters, distinguished himself Wednesday 
by yawning his shoulder out of joint. 
About 
two years ago while assisting a man with a 
broken leg out of an ambulance at the hospi­ 
tal he fell and broke his own leg. 
The man 
soon recovered but Officer Payne’s leg is still 
stiff. 
U ntil 
within a very few years Monday 
morning papers 
were 
unknown in New 
Orleans. 
Mr. Blaine aptly characterized the present 
foreign policy of the United States tbe other 
day when he spoke of “tbe American govern­ 
ment, which hardly dares be out of nights.” 
Texan legislators have a problem on hand 
just now which Ms severely taxing their in­ 
genuity. 
They are trying to divide that great 
State into eleven congressional districts in 
such a way as to put each of its large cities 
into a separate district. 
A novelty in the line of strikes is reported 
from Vienna. 
The local brewers recently 
raised their prices without giving any satisfac­ 
tory reason for their action, and the beer- 
drinkers cf the Austrian capital have declared 
their determination to drink no more beer 
until a revision of prices has been made. 
The 
progress of this peculiar movement will be 
watched with interest. 
The total number of free baths taken in New 
York in 18&1 was 3,498,532. 
Of these 
2,381,209 were taken by males, and 1,117,- 
323 by females. 
In 1880, 3,581,938 baths 
were taken. 
Does this indicate that New 
York is growing less cleanly? 
A writer in the New York Herald has dis­ 
covered a big whiskey job that be says will 
exceed in magnitude tbe operations of the 
W estern ring which flourished under Grant. 
On St. Valentine’s day a city doctor com­ 
mitted a folly of sending the traditional mis­ 
sive to three charming but petite young girls. 
H aving a facile pen, he designed a big bruin 
standing erect and regarding w ith curious 
wonder three little 
ducks. 
Proud of his 
effort, he afterwards asked the brightest of the 
three demoiselles what she thought the little 
ducks were saving to the bear. 
“ Undoubtedly 
Quack! quack! quack!” came tbe instant re­ 
sponse 
Rev. Dr. Hartzell, who is now on a Southern 
tour, was told recently that the Methodist 
Church 
South 
was tho original Methodist 
Episcopal Church. 
There was m eat in his re­ 
ply: 
“I belong to the Methodist Episcopal 
Church of God, and if you want to call yours 
the Methodist Episcopal Church South of God, 
I have no objections.” 
After long and serious deliberation a Vir­ 
ginia jury lias decided it to be a deadly offence 
to mix strychnine in whiskey. 
Remarkable 
juries they have down iu Virginia I 
Big hats! 
Great beads! 
A treasury decision has been rendered that 
the Scotch yacht Madge, which won so many 
prizes last year, must pay duty if she is sold to 
an American 
W hy not make affidavit that 
she was imported for breeding purposes? The 
evidence is as strong iu her case as in tbe case 
of Jum bo.—[New York World. 
According to the New York Tribune Mr. 
Emerson said to a visitor last July: “I am 
glad to see you, yet I fear I can do little. 
I 
can only disappoint those who come to see 
me. 
I find I am losirg myself, and I wander 
away from tbe m atter that I have in mind. 
I 
cannot say much. 
W hen I begin I lose my­ 
self. 
And so when my friends come to see 
me I run away instead of going to meet them, 
that I may not make them suffer. 
My health 
is good enough. 
But when one’s wits begin to 
fail it is time for the heavens to open and 
take bim away.” 
A n aspiring youth in one of our public 
schools, who has recently commenced the 
study of Caesar, thinks that when “ Gaul was 
divided into three parts” there m ust have 
been men in this vicinity who got more than 
their share —[Yonkers Statesman. 
W hat does President A rthur care for a 
second term ? Not long ago 
a 
steamboat 
was named after him, and now a Chinese boy 
baby at Sacramento has been christened Ar­ 
thur. 
The Russians have a proverb which says: 
“Before going to war, pray once; before going 
to sea, pray twice; 
before getting married, 
pray three times.” 
Illinois has no dog-tax. 
Massachusetts de­ 
rives an annual income of $100,000 from this 
source. 
The Illinois Scions are beginning to 
scratch their heads reflectively. 
A woman cut her throat with a razor at a 
hydropathic institution in Yorkshire,England, 
a short time since, and the resident physician 
gave a certificate to the effect that she died 
from “irritation of the throat.” 
The facts 
leaked out soon afterward, and now tbe resi­ 
dent physician aforesaid is wishing that he 
had been a little less ingenious and a little 
more ingenuous. 
In introducing Miss E lia Dietz, an actress 
who read a paper on “The Work of an Actor,” 
in New York Tuesday evening, Rev. Robert 
Collyer said that there was an unreasonable 
antipathy between tbe church and the stage, 
which he hoped to see done away with. 
So far 
as be was concerned, he went to tbe theatre 
when he could find the tim£. to do so. 
The National Secret Telephone Company 
bas been incorporated in W ashington, D. C., 
its object being to introduce a new telephone, 
invented by Professor J. Harris Rogers of that 
city. 
The new instrum ent is called the secret 
telephone, because when two persons are talk­ 
ing, no one else, although he may be on the 
same line, can listen to the conversation. 
In­ 
stead of using a straight line a circuit is 
formed to that (bo two ox we me end! af the 
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AN EASY MATTER 


For ms to cover an entire pace of The Globe with tee, 
Unionists from ladle* relative to the curative effect* 
OI the Vegetable Compound in 


for la in receiving 


ONE HUNDRED 


letter* per day from ladles from all part* of the conn 
try, from 
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and all those that have given the medicine a trial ars 
enthusiastic in their praise of it. 
The Compound is prepared In three form*: 


Liquid, Lozenges and Pills. 


The dry form is Just as efficacious as the liquid,and 
is often more convenient to take. 


A U n d y 'n B r e a u x B r id g e , L a ., H aysi 
Your Compound is wonderful. I can scarcely ex­ 
press to you mj thanks for the benefits I have already 
derived from its use. Inclosed are IS. Please send 
me six boxes of Lozenges. 


A Undy from Duluth, Minn., Hays; 
Tour Compound has made a new woman of me. 
My cramp pains have all leu me. Please send me six 
boxes more. 


Kind 
Words from 
n Lady In W ashing 
ton, D. ('.I 
I cannot express to you the gratitude I feel In con. 
sequence of the relief afforded me by the use of your 
Vegetable Compound. For the last five or six years 
the pain had become almost unendurable, at lime* 
causing me to faint, at other times causing delirium. 
After taking your Compound two weeks I was out 
driving several hours. If it had not been for the 
Compound I should leave had to be in tied at that 
time. I could scarcely believe my own senses, aud 
made my friends laugh by saying. “ I would like to 
walk barefoot to Lynn to thank you.’’ 
I recommend 
it at every opportunity. 


th e E ffect Upon 
M y W ife 
H as Beek 
T ruly W onderful. 
M rs. Ptm ktt am —Dear Madam: My wife. having 
beenan invalid tor 12 years. Ila* taken five bottles of 
your Vegetable Compound, and ha* received more 
benefit from it than anything else she ever took. 
We 
must concede to you the honor of having the best 
medicine tor female complaints known to humanity. 
The effect upon my wife has been truly wonderful. 
8he is now a new person. She can eat with pleasure 
what was almost death to her before. 
In falling, 
regularity of change and kidney trouble the benefit is 
surprising. Yours with gratitude. 
C. T. C. 
Snowshoe, Centre county, Ba. 
I Ans V ery T hankful T h at I Ever R ead af 
Y our Medicine. 
Mrs. PINKHAM—Dear Madam: I received my box 
of Compound, aud am very thankful that I ever read 
of your medicine. I am now well. I never feel anv 
backache or any bearing down pains. The Compound 
has done me more good than all the doctors, and I 
have had seven different physicians. 
I had really 
given up all hopes of ever being well again. I ain 
hanpv to recommend it. You axe at liberty to use my 
name. Yours truly. 
A. M. KING. 
64 Harmon st., Cleveland. O. 
* 
LYDIA E. PINKHAM’S 
VEGETABLE COMPOUND 


Is Sold by A ll JDrugglats. 
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wire meet. 
The alphabet, it is said, cannot bs 
spoken in tbe telephone so that it can bs 
understood on one half of the circuit alone, 
and tbe wheel, it is claimed, secures secrecy. 
This telephone is about one-half the size of th* 
Bell telephone. 
Something of this kind has 
long been needed, and it is to he hoped thai 
the new invention may prove a success. 
The New York aldermen have adopted an 
ordinance requiring every person who receives 
a permit to carry a pistol to jay $1 to tho 
superintendent of police, the money to go into 
tbe police pension fund. 
The Sun thinks that 
ibis regulation, if enforced, will result in great 
hardship to 
those 
who have only enough 
money to buy the pistol. 
Some skiliul mathematician has discovered 
that prayers cost $5 apiece in Ute Illinois Leg­ 
islature. 
It would probably bo impossible to 
find anywhere in the whole history of busi­ 
ness enterprises a single case where a smaller 
percentage of return is made upon an invest­ 
ment. 
France, like England, has a m ultitude of 
mutual relief societies, 6525 in number, of 
which 1916 are authorized by the government 
and 4165 have been otherwise approved. 
Their membership is over 1,000,000 and 
their capital upwards of $18,000,000. 
There are stories of a strange animal in 
Texas “ which has features of both an ox and 
a horse” —a sort of animal equinox.—[H arp­ 
er’s Weekly. 
A battle-scarred, or, to speak more accu­ 
rately, a bottle-scarred veteran up in Vermont 
bas just received $1800 under the arrears of 
pensions act ‘‘for injuries received by falling 
off an army wagon when he was so grossly in­ 
toxicated as to be unable to keep his seat.” 
W e presume that this distinguished soldier is 
prepared to wade knee-deep in rum rather than 
see the great results of tbe war imperilled by 
pensioning Mr. Jefferson Davis.—[New York 
World. 
Tho confession of Dr. Lamson places the 
American government in an awkward posi­ 
tion. 
Its interference in bis behalf, while 
praiseworthy in intent, was not based on 
sufficiently solid ground to merit more than 
a hasty consideration by the law officers of 
the crown. 
The plea of insanity was flimsy 
and trifling, and should not have been made a 
subject for serious diplomatic correspondence. 
If tbe same solicitude were shown in cases 
where American citizens are confessedly in­ 
jured in their persons and property under 
English statutes, our government would win 
the respect of all lovers of liberty and fair 
play. 
From three tosix presses are kept constantly 
running on W ebster’s quarto dictionary, in 
order to supply the demand, which is in ex­ 
cess of 30,000 copies yearly. 
Danville, 111., has a Chinese citizen who 
has an American wife and child. 
They claim 
to have been married at Ottawa. 
Two romantic lovers in Belgium were m ar­ 
ried recently while up in a balloon. 
This 
m ight very properly be termed a marriage in 
high life. 
George W. Childs tbe other day gave P. T. 
Barnum the overcoat which Charles - Dickens 
wore while in America the last time. 
We re­ 
member now that Mr. Dickens told us, as we 
took leave of him on the steamer which took 
him back to England, that be couldn’t imagine 
who in the world had got away with that over­ 
coat. 
Queer place Cincinnati. 
Queer 
people. 
Queer newspapers. 
Queer accidents. 
One of 
the papers out there casually mentions that a 
lady was “ thrown from her buggy through a 
frightened horse” recently, and seems to think 
it nothing at all unusual! 
Mr. Blaine has encountered one man who 
will not put up with his swagger. 
Mr. Perry 
Belmont yesterday 
denounced the Maine 
trickster as “a bully and a coward.” 
Tbe 
language was strong, but the provocation was 
equally so. 
There may be a first-class quarrel 
oui. af 
^ffnir 


CJre ^foster tSEteelilfl 6lobe: 
Cfttsimg fflcrnttirg, IHag 2, 1S82. 
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A STARTLING STORY. 


Dying Confession of a Consump­ 
tive Communist 


A New Version of the Prince Im ­ 
perial’s Death in Zululand. 


Did the Bonapartes’ H eir Die by the 
Decree of a London Tribunal. 


A P an F ra n c isc o p h y sician , w ho h as a la rg e 
p ra c tic e am o n g th e F re n c h an d Ita lia n re sid e n ts, 
bas rev ea led a m arv ello u s sto ry to a re p o rte r of 
th e C h ro n icle o f th a t c ity , w h ich h e g o t fro m th e 
lip s o f a y o u n g m an w hom h e s e rv e d p ro fe ssio n ­ 
ally so m e six m o n th s ago a t th e h o u se o f th o 
yo u n g m a n ’s s iste r, a F re n c h lad y w ho m a rrie d 
an A m erican , and in w ho se fam ily h e h ad lo n g 
p ra c tise d . 
H e h a d h a d a h e m o rrh a g e of th e 
lu n g s a n d w as in th e ad v a n c e d sta g e s of co n ­ 
su m p tio n . 
U n lik e m o st c o n su m p tiv e s he h ad 
g iv en u p all h o p e, a n d re fu s e d th e d o c to r’s ad ­ 
v ice to go S o u th fo r h is h e a lth . 
“ I w as su rp rised ,* ’ said th e p h y sic ia n , “ fo r as a 
ru le c o n su m p tiv e s a b a n d o n ho p e o nly in th e 
e le v e n th b o u r. 
I trie d to e n c o u ra g e h im , b u t he 
re m a in e d firm in his re so lu tio n . 
O ne of h is 
o b je c ts in co m in g to C a lifo rn ia , he said , h ad 
been to see h is s is te r b efo re he d ie d . 
A n o th er 
m o tiv e in co m in g W est w as th e w ish to find an 
old co m ra d e w ho b ad serv ed w ith film in th e 
F ra n c o -F ru s sia n w ar, in w h ich h e said he h ad 
lo s t h is h e a lth . 
W hen he realized th a t lie had 
b u t 
a 
s h o rt 
tim e 
to 
liv e, h e 
e x p ressed a 
d e sire to co n fid e to m e th e s to ry o r his life, 
w h ich I fa n c ie d I b ad a lre a d y o b ta in e d fro m o u r 
f re q u e n t a n d co n fid en tial co n v e rsatio n s. 
“ *1 im a g in e d ,’ sa id he, ‘th a t in m y la st h o u rs I 
w o u ld triu m p h o v er th e com m on w eak n ess of d e ­ 
s irin g to co n fess o u e's sin s by re m a in in g firm in 
th e b elief I o nce e n te rta in e d , th a t 
No Deed Done In the B eh a lf o f Liberty 
an d fo r th e good of o n e ’s c o u n try w as a crim e. 
I 
feel no fe a r o f tb e sh ad o w s clo sin g a ro u n d m e, 
b u t m y g ro w in g h elp lessn ess m akea m e d e sire th o 
c o n so la tio u of a frie n d sh ip snob as y o u rs.’ 
“ O f c o u rse ,’’ said th e p h y sic ia n , “ I h a ste n e d to 
a ssu re h im of m y e a g ern ess to a s s is t him in an y 
p o ssib le w ay. 
H e looked s tr a ig h t a t m e fo r som e 
m o m en ts as I s a t by h is b ed sid e, a n d th e n , liftin g 
h im se lf w ith an e ffo rt u n til h is fa c e w as q u ite 
d o s e to m in e, h e w h isp ered : 
“ •Can m u rd e r be leg alized ?' 
“ I s ta rte d b ack , fo r th e re w as n o m ista k in g tb e 
im p o rt of tb e q u e stio n . 
“ ‘Y ou th ic k tu e -e h an d s, now so w eak, h ave 
b een crim so n ed in tb e blood o f an in n o c e n t 
fello w -b ein g . 
Y ou are r ig h t in p a rt. 
T hey h ave 
b een sta in e d w ith b lo o d —th e blood of ro y alty . 
Y ou see b efo re you th e sla y e r o f th e P rin c e Im p e­ 
ria l of F ra n c e .’ 
“ I sta re d iu b la n k a s to n ish m e n t a t m y p a tie n t, 
fo r w h ile he ap p e a re d p e rfe c tly sa n e h is w ords 
seem ed to in d ic a te th a t Ins m in d w as w an d erin g . 
I knew th a t th e P rin c e Im p e ria l h ad been k illed 
by sav ag es in Z u lu lan d , an d h ere w as a m an 
calm ly a l e r t i n g th a t he w as th e a u th o r of th e 
crim e. 
I su p p o se m y in c re d u lity w as p la in ly e x ­ 
h ib ite d in m y face, to r B erre a t o nce sa id : 
“ ‘I d id n o t ex p e ct th a t you w ould a c c e p t su ch 
a co n fessio n w ith o u t g rav e d o u b ts of m y s in c e rity , 
lf n o t OI m y sa n ity , b u t I assu re you, on th e w ord 
o f a m a n w oo e x p e c ts soon to close his eyes on 
th e w orld, th a t I am b o th fra n k a n d san e. * I d id 
k ill tb e P rin o e Im p e ria l, an d m y o b je c t th e o th e r 
day in g o in g to San Q u e n tin , m u ch a g a in s t y o u r 
ad v ice, w as to find o ne of th e m en w ho h ad as­ 
siste d m e in th e a c t. 
I know th a t som e day m y 
old co m p an io n in arm s will n eed a ssista n c e , and 
it is m y d esire th a t he sh all n ev e r w an t. 
I have a 
fo u rth in te re s t iu th e b u sin ess co n d u c te d by m y 
b ro th e r in B o rd e a u x ,w ho is w ealth y . .My re la tiv e s 
T h is is m y w ill,’ said he, ta k in g a sm all sealed 
e n v e lo p e fro m som e p a p e rs on a ta b le n e a r bis 
b ed , a u d h a n d in g it to me. 
‘W hen ail is over 
o p en it an d en d e a v o r to c a rry o u t th e in s tru c ­ 
tio n s, a u d now s it s till w h ile I d e sc rib e m y p a r t 
of 
A s 
E ventful 
P age 
In the 
H istory 
of 
F r a n c e . ’ 
“ A n d th e n ,” said th e p h y sic ia n , "m y s tra n g e 
p a tie n t beg an w ith th e sto ry o f th e P rin c e Im ­ 
p e ria l’s b rie f an d u n h a p p y c a re e r, a n d tb e in te r ­ 
e s t ta k e n in it by th e F re n c h R ep u b lica n s. 
“ ‘T he B o n a p a rte s, said he, ‘based th e ir claim s 
to g o v e rn m e n t ou th e ir m ilita ry d is tin c tio n , an d 
n o th in g w as le lt u n d o n e to m a k e th e h eir of 
N ap o leo n 111. a p p e a r In th e eyes of his c o u n try a 
b o rn so ld ie r. 
W hen o n ly a "lad m yself I o fteu 
sto o d in w o n d er a n d w atc h ed th e P rin c e Im p e ria l, 
th e n a b aby, ta k e his d ally rid e s w ith h is g o v e rn ­ 
ess ib a c a rria g e , w ith p o stilio n s in green a n d gold 
liv erie s a n d esco rted by la n cers. 
W hen he w as 
only 3 y e a rs old th e Im p e ria list jo u rn a ls glorified 
th e fa c t th a t th e lu f a u t p rin c e h a d sto o d a t th e 
g a te s or th e T u ileries w ith th e g re n a d ie rs o f th e 
Im p e ria l G u a rd to receiv e th e e m p ero r, re tu rn in g 
fro m b is Ita lia n ca m p aig n . 
A t (> th is p re d e stin e d 
y o u th w as m a d e a co rp o ral. 
A t ii y ea rs of age 
He w as ta k e n to C o rsica to d ra w in s p ira tio n rro m a 
view of th e b irth -p lace of h is g re a t u ncle. A t 14 lie 
w atch ed th e b a ttle of S p ich e ren fro m th o h e ig h ts, 
g n u th e 
e m p e ro r triu m p h a n tly w rote 
ho m e: 
“ L ouis a fa it sou h ap tem e de le u .” 
E ven w hen 
tb e flag o f th e n a tio n fell in d is g ra c e a t S ed an 
a n d th e em p e ro r to o k re fu g e a t C h ise lh u rst. d is­ 
g ra c e d a n d d e th ro n e d , th e a tte m p t to p a ra d e th e 
p rin c e in th e d isg u ise of a so ld ie r w as n o t a b a n ­ 
d o n ed . 
W e w ho h ad sh ed o u r blood fo r o u r 
c o u n try , a n d w ho in e x ile a t la st saw F ra n c e 
b eco m e an e sta b lish e d re p u b lic co uld n o t be 
b lin d to tn e d a n g e r th a t th re a te n e d h e r fro m 
tn is so u rce. 
E n g la n d , w ith th a t h o stility to 
F re n c h re p u b lic a n ism w h ich m ig h t have been 
e x p e c te d , aid ed in th e g lo rificatio n o f th e y u n g 
B o n a p a rte . 
I w as in E n g la n d d u rin g those" years 
a n d c o n s ta n tly read a c c o u n ts o f th e p rin c e ’s w on­ 
d e rfu l p ro g re ss a t th e m ilita ry ac ad em y of W ool­ 
w ich . 
H e w as alw ay s d o in g so m eth in g " th a t w as 
ta k e n as 
Evidence T hat H e Wa* to B ecom e a G reat 
Moldier, 
a n d w hen a t o n e o f h is e x a m in a tio n s h e o b ta in e d 
tb e first p rize in h o rse m a n sh ip th e Im p e ria lis t 
jo u rn a ls w en t w ild w ith jo y a n d G en e ra l S im m ons 
m a d e a sp ecial re p o rt o f nim . I t w as only n a tu ra l 
th a t th e p rin c e, w ho w as a se n sitiv e y o u th of 
o rd in a ry a tta in m e n ts , 
sh o u ld becom e im b u ed 
w ith th e b elier th a t he w as d e s tin e d to becom e a 
g re a t c a p ta in . 
A t la st th e c o m m u n istic so ciety, 
w h ich th e n b ad its h e a d q u a rte rs in L oudon, 
h e a rd th a t th e p rin c e h a d reso lv ed to v o lu n te e r 
fo r th e Z ulu w ar. 
W e h ad an a g e n t a t C hisel- 
b u rs t, w ho K ept us a p p rise d of tb e d o in g s of 
th e Im p e ria l ex iles, a n a w e k uew a t once th e 
sig n ifican ce 
o f 
th e 
p rin c e ’s 
d e te rm in a tio n . 
W h e n it w as an n o u n c e d th a t th e p rin c e w as 
to go to A fric a M. R o u h er an d o th e r frie n d s p u b ­ 
licly en d e av o red to d issu ad e h im , b u t in s e c re t 
th e p re ssu re e x e rte d to in d u c e th e p rin c e to re­ 
m ain firm to his reso lu tio n w as f a r g re a te r th a n 
tb e p u b lic d isc o u ra g e m e n t by a few ad v isers. 
H ie F rin c e of W ales h e a rtily en c o u ra g ed th e 
P rin c e Im p e rial to go to Z u lu la n d . 
T he w hole 
p lan w as a rra n g e d w ith g re a t ca re . 
T he y o u n g 
p riu c e w as to go o u t as a s o rt o f v isito r, c o n ­ 
sig n ed to L o rd C h elm sfo rd , w ho w as to receiv e 
sp ecial in s tru c tio n s to k ee p id s y o u n g g u e st 
o u t of b a rm ’s w ay, 
T he a rd e n t s p ir it of th o 
y o u n g 
p rin c e 
w as, 
h o w ev er, 
to 
p rove 
to o 
m u c h 
fo r 
th e 
c a re 
o f 
h is 
h o st, 
a n d 
he 
w as 
to 
be 
c o n s ta n tly 
re p re s e n te d 
as 
e n ­ 
d a n g e rin g 
h is 
life. 
T hose e x h ib itio n s of d a r­ 
in g w ere ex p e cted to k ee p th e p rin c e b efore 
th e eyes of th e F re n c h 
people, 
a n d 
g re a tly 
assist" in 
th e 
co n te m p la te d 
re s to ra tio n 
of 
th e em p ire. 
To th e c re d it o f tb e p rin c e it m u st 
be said th a t b e w as ig n o ra n t of to e d e ta ils of th is 
p e tty sch em e, 
H e w as b u t a p u p p e t in th e h a n d s 
o f th e Im p e rial p a rty , a n d u n co n scio u sly aiueil 
th e ir d e sig n s by h is n erv o u s d e sire to p rove him ­ 
self w o rth y of th e n am e of B o n a p a rte . 
W e w ere 
c o n sta n tly fu rn is h e d w ith ev id en ce of th is fa c t. 
A s h o rt tim e 
B efo re the Prince M an ed for Znlnland 
o a r c o m p an io n a t C h ise lh u rst re p o rte d to u s th a t 
th e p rin c e b a d been fo r som e day s co m p o sin g a 
p ra y e r, w h ich b e g a n : “ J e vous p rie nom p o u r qu e 
vo u s e c a rtie z lea o b sta c le s q u i s ’ele v e n t su i-m a 
ro u te , m ais p o u r q ue vous m e p e rm e ttie z de les 
fr a n c b ir.” 
W hen w e w ho h a d b led fo r F ra n c e 
saw tb e s p irit o f tD is im p e ria l y o u th an d th e 
d esig n s of o u r en em ies, t tie fu tu re w as clearly 
o u tlin ed . 
W e knew th a t th e re w as b u t on e a lte r­ 
n ativ e. 
W e fo resaw th e ru in of o u r c o u n try th a t 
w ould follow th e re tu rn o f th is p e tte d y o u th fro m 
Z u lu lan d . 
F ra n c e h a d su ffered en o u g h a t th e 
b an d s o f a d y n a sty fo u n d ed by a C orsican w ith ­ 
o u t a d ro p of F re n c h blood in h is v eins. 
T he re ­ 
p u b lic m u st liv e or th e p rin c e m u st a le . 
W e d e­ 
cided th a t th e rep u b lic m u st live. 
A t tb e m e e t­ 
in g of c o m m u n ists w h ich re n d e re d th e v e rd ic t 
th e re w ere re p re s e n ta tiv e s fro m th e lo u r ffreut 
a n d p a trio tic c itie s of F ra n c e a n d tw o R u ssian 
lo v ers of lib erty , w ho, lik e o u rselv es, w ere ex iles 
in E n g lan d . 
W hen lo ts w ere d raw n to d ec id e on 
w nom sh o u ld fall th e d u ty of s a v in g th e re p u b lic 
I w as ch o sen fo r th e p o st of ho n o r, as it w as 
called , an d n e x t d ay I s ta rte d to r P o rt N atal in 
A fric a ,w ith th re e trie d associate#. 
A t N atal I fell 
sick of m a la ria l fev er, an d w hile th u s p ro s tra te d 
h ad th e m o rtific atio n o f k n o w in g th a t th e p rin c e 
h ad a rriv e d an d p assed on to D u rb a n to jo in L ord 
C h elm sfo rd . 
O u r p lan s b ad n o t been m a tu re d , 
b u t we bad b o p e a o n seein g th e c o u n try th a t som e 
m e th o d o f p e rfo rm in g o u r d u ty w ould s u g g e st 
itse lf b efo re th e p rin c e could be p laced u n d e r tho 
p ro te c tio n o f th e 
co m m an d er-in -ch ie f. 
These 
ca lcu la tio n s w ere d is a rra n g e d ; b u t it so h ap p e n ed 
th a t th e p riu c e h im se lf su ffered from fev er. 
Tw o 
of m y co m p an io n s, w ho w en t by th e nam es of 
Je a n T o n n e let a n d N ich o las V alonsky, h ad fol­ 
low ed u p th e p riu c e to D u rb au . 
They "came back 
an d 
D eported that H e Wan Dying, 
b u t th e new s soon a f te r cam e th a t he h a d go n e 
to tb e fro n t a u d w as ra p id ly reco v e rin g . 
W hen 
th is in te llig e n c e a rriv e d I w as co n v a le sc e n t a n d 
w as reso lv ed to go to U tre c h t a t once. 
T o n n e let 
an d V alo u sk y w en t up w ith th e co m m issary d e­ 
p a rtm e n t. 
My o th e r a sso cia te, w ho is y e t alive, 
jo in ed a co m p an y o f horse, au d I p e rso n a te d an 
a rtis t in search o f tn e u n iq u e an d si n sa tio u a l. 
It 
•was reso lv ed th a t, if possib le, we sh o u ld a c t in 
c o n c e rt, b u t th a t each su o u ld w atc h an o p p o r­ 
tu n ity to fulfil th e m issio n fo r w h ich I w as 
resp o n sib le . 
W e h ad to w ait fo r som e w eeks. 
T he p rin c e m ade one reco n u o U anco, an d cam e 
back 
so 
fa tig u e d 
th a t 
th e 
co m m an d er-in - 
c h ie f o rd ered bim to be k e n t in sid e tb e lin es 
Aa future. 
T he jpoor youth fretted greatly at the 


re s tric tio n . 
T hey assig n ed h im to a ta b le to p re ­ 
p a re m aps, an d as th is w as n o t th e c a re e r of g lo ry 
he had p ic tu re d to h im self he p in e d a n d g rew 
d esp o n d en t. 
O ne day T o n n e let, w ho h a d s tru c k 
u p a s o rt of ch a n c e a c q u a in ta n c e w ith tn e p rin c e, 
w ho longed to ta lk w ith a co u n try m a n , fo u n d him 
lo o k in g sa d d e r a n d m ore w eary th a n ev e r, an d 
w ith a p re te n c e of loyal en th u sia sm s a id : 
“ ‘A h, sire, w ould th a t you co u ld find th e o p p o r­ 
tu n ity to show on th e field-" tu a t a B o n a p a rte know s 
how to co m m an d .’ 
“ ‘T h a t e v e n in g th e p rin c e ’s m ap w ork w as done 
w orse th a n ev e r, an d L ie u te n a n t C arey h ad to 
sp en d h alf th e n ig h t re c tify in g th e e rro rs. 
A t 
la st a rriv e d th e ev e n tfu l m o rn in g fo r w nich we 
looked. 
On th e p rev io u s ev e n in g I h ea rd th a t 
C arey h a d to ld a n o th e r officer th a t n e x t day he 
w as to m a k e a re c o n tin u a n c e w ith th e P rin c e Im ­ 
p e ria l. 
T he re c o n n o issn c e w as really a tr ip In 
th e c o u n try a rra n g e d fo r th e p rin c e. 
H is h ig h ­ 
n ess w as to go o u t a lew m iles iu th e s a fe s t d ire c ­ 
tio n , an d s e le c t th e site o f a cam p, and th e n re­ 
tu rn as fa s t as p ossible to th e safety o f h ea d ­ 
q u a rte rs. 
T h is trip w ould, of course, be glorified 
as a bold e x p e d itio n , a n d d escrib ed to th e c o rre ­ 
sp o n d e n ts as 
A Perilous Mission, 
in w h ich th e c h a ra c te ris tic in tre p id ity o f th e 
p rin c e w as d isp la y ed . 
I h ad a slig h t k n o w led g e 
of th e to p o g ra p h y of th e c o u n try in w h ich th e 
reco n n o issan c e w as to b e m ade. 
It w as a ro llin g 
lan d w ith a h ig h ra n g e of hills. 
The v alleys w ere 
lu ll of ta ll m ealy g rass, an d afforded sp le n d id 
o p p o rtu n itie s fo r am b u sc ad e. B a s u to s a n d la n cers 
h ad , how ever, been sc o u tin g all over th e c o u n try 
fo r m iles, a n d th e re w as no d a n g e r to be a p p re ­ 
h en d e d fro m Z ulus. 
T he p rin c e was su p p o se d to 
be 
as 
sa fe 
d u rin g 
b is 
reco n n o issan c e 
as 
in th e day s 
w hen he 
ro d e in th e 
Bois 
de 
lio u lo g n e b e h in d tho p o stilio n s In g reen an d 
gold. 
W hen I h e a rd o f tile in te n d e d recon- 
n o is-an c e m r 
p la n s w ere in s ta n tly m ade. 
I 
di sn a tc h e d T o n n e le t to find m y asso cia tes, one of 
w hom w as a t G en. W ood’s e n c a m p m e n t a n d th e 
o th e r a t G en eral N e w d eg ate’s. 
W e m e t a n d co n ­ 
fe rre d . 
A m o n g tile cam p follow ers w as a K affir, 
w ho bad been en g a g ed in sc o u tin g serv ice, b u t 
w ho fo r som e s lig h t b reac h es ut d isc ip lin e had 
been d e g ra d e d . Tills K .Air a ttrib u te d his p u n is h ­ 
m e n t to C arey, an d . b eing o f a p ec u liarly m orose 
a n d m u rd e ro u s d isp o sitio n , w as filled w ith a 
fierce d esire fo r rev en g e. 
T o n n elet, w ho d is­ 
co v ered th is fa c t, saw a t o n ce th a t th e n a tiv e 
m ig h t be ab le to assist o u r schem e, b a d fre ­ 
q u e n tly in tim a te d to him th a t he also h ad a a 
old g ru d g e a g a in s t C arey fo r an iu ju ry done 
iii E n g la n d , a n d w as a n x io u s fo r an o p p o rtu n ity 
to g ra tify h is m alice. 
I t w as d e te rm in e d to 
secu re th e serv ic es of th is K affir an d to w aylay 
th e p rin c e en h is reco n n o issan c e w ith C arey, 
'io n n e le t su ccee d ed w ith o u t difficulty in o b ta in ­ 
in g th e a s s is ta n c e of th e K affir by te llin g h im th a t 
he in te n d e d to shoot C arey. 
Tw o ho u rs befo re 
th e e sc o rt o f six tro o p e rs s ta rte d w ith th e P rin ce 
w e w en t s o u th iu th e d ire c tio n in w hich C arey 
h ad in te n d e d tn a t tb e recom m it.sau ce sh o u ld be 
m ade. 
A t noon w e h a lte d on th e rig h t ban k of 
th e lty o to y e riv e r, w here w e w ere c e rta in th e 
p rin c e an d h is esco rt w ould a rriv e a b o u t noon 
a n d sto p to w a te r th e ir h o rses. 
The p la ce w as 
Adm irably Mulled for Our Purposes. 
T he g ro u n d w as very u n ev e n an d th e g rass 
g rew in p a tc h e s to su ch a h e ig h t th a t tb e b o ru s of 
th e c a ttle m o ving hero a n d th e re th ro u g h it 
co u ld h ard ly be seen. 
W e had been in am b u sh 
to r n early an b o u r au d a h alf, w hen th e reco n ­ 
n o itrin g p a rty cam e in s ig h t, an d a fte r h a ltin g a 
m o m en t tu rn e d to th e rig h t and cro ssed tbe 
riv e r a long d is ta n c e below us. 
W e w ere m uch 
c h a g rin e d , b u t th e K affir, w ho w as fu ll of th e 
th iis t fo r blood, ad v ised us 
to 
follow u n til 
th e 
p a rty 
sh o u ld 
h a lt 
fo r lu n c h , 
a n d 
th e n 
cree p 
u p 
th ro u g h 
th e 
lo n g 
g ra ss 
w ith in 
ran g e. 
T he p rin c e ’s 
p a rty 
p ro cee d ed a b o u t 
h a lf 
a m ile fa rth e r, 
w hen 
th ey o ff-saddled 
n e a r a few ru in e d h u ts. 
W e c re p t u p slow ly, an d 
h a d g o t w ith in a lew h u n d re d Y ards, w hen a 
frie n d ly Z u lu s c o u t b elo n g in g to tb e re c o n n o itr­ 
in g p a rty ah e ad d iscovered V alousky, w ho h ad 
in c a u tio u sly ex p o sed H im self fo r a m o m en t. 
The 
s c o u t h a ste n e d b ac k to th e p a rty , wUo w ere a 
h u n d re d y ard s aw ay, an d I ex p e c te d to see th e m 
all m o u n t a n d rid e aw ay a t once. 
E v id e n tly th e 
s c o u t th o u g h t th a t th e fig u re he bad c a u g h t a 
g lim p se o f on th e ed g e of th e ta ll g ra ss w as n o t 
m a t of a h u m a n being, fo r th e p a rty d id n o t s tir. 
W e lay still in th e g rass fo r h alf an h o u r,a n d th e n 
ad v a n ced w ith g re a t c a u tio n ,u n til a t la st we w ere 
w ith in th ir ty y a rd s of th e u n s u sp e c tin g p arty . 
T he p rin c e wa* ly in g on h is sid e in an ex p o sed 
p o sitio n , a n d a n y of us co u ld have s h o t h im th en . 
V alousky w h isp ered to m e to fire, h u t I th o u g h t it 
b e tte r to w a it u n til th e p a rty bad m o u n te d , an d 
th e n fire sim u ltan e o u sly a t 
th e 
p rin c e . 
T he 
K affir, w ho w as e n tire ly ig n o ra n t of th e real 
m o tiv e of o u r e x p e d itio n , h a d only eyes fo r C arey. 
A t la st tb e m o m en t fo r ac tio n cam e. 
C arey 
c a u g h t h is h o rse in tb e touche g rass a n a m o u n ted , 
a n d th e tro o p e rs stood read y to r th e o ld e r to 
m o u n t. 
A m o m en t m ore a u d they w ould all h ave 
been in th e sad d le , w hen tb e K affir, seein g C arey 
tu rn h is h o rse ’s head to w a rd th e ra v in e beyond 
tb e k raal, rose in th o g ra ss, w ith a sa v a g e ex ­ 
c la m a tio n o f h a tre d , an d 


L e v e le d H is R if l e . 
“ T he n o ise a ttr a c te d th e p a r ty ’s a tte n tio n , an d 
tu rn in g a ro u n u th ey saw th e b lack face o f th e 
sc o u t. 
T he c ra c k of th e K affir’s M a rtin -lle n ry 
rid e follow ed th e u n e x p e c te d a p p a ritio n , an d 
th o ro u g h ly d em o ralized th e p a rty . 
T h in k in g 
th a t th e y b a d fallen in to a stro n g Z ulu am b u sh , 
ev ery luau c o n sid e red only h is ow n safety . C arey 
clap p ed s p u rs to h is h orse a n d d ash ed in to th e 
ra v in e , follow ed by a n o th e r b u llet fro m th e K at- 
fir’s rifle. 
S everal of th e tro o p e rs, w ho h a d only 
g o t one fo o t in th e s tirru p , clu n g to th e pom ­ 
m els of th e ir sad d les. 
O ne of th e tro o p e rs 
la d e d to c a tc h h is h orse, a n d tb e p rin c e , a tte r 
h a n g in g fo r a few m o m en ts to tb e h o lste r of bis 
sad d le, fell b ac k e x h a u ste d au d w as tra m p le d by 
h is h orse. 
A s tb e K affir b o u n d ed in to tb e o p en ­ 
in g th e d ism o u n te d tro o p e r tired a t bim a n d sh o t 
bim th ro u g h th e leg. 
In se lf-p ro te c tio n w e w ere 
com pelled to k ill th e tro o p e r, w ho d ie d lik e a 
b rav e luau, w ith his back to th e w all of o n e o f th e 
h u ts. 
T he p rin c e , m e a n tim e , had s tru g g le d to 
his feet, b u t a blow fro m th e b u tt of T o n u e le t’s 
p isto l 
felled 
th e 
poor 
la d 
to 
th e e a rth , 
a n d 
we 
d is p a tc h e d 
h im 
w ith 
on e 
of 
tb e K affir’s asseg ais. 
T o n n e let w as fo r sc a rrin g 
th e c o m se a fte r tile m a n n e r of th e Z u lu s, b u t I 
fo rb ad e su ch a p ro c e e d in g a n d m erely s trip p e d 
th e body. 
T hen, clo sin g tb e n n b a p p y b o y ’s eyes 
a n d c ro ssin g b ls arm s on h is b re a st, we h aste n ed 
aw ay, au d on tb e jo u rn e y b ack to ca m p sc a tte re d 
his clo th es a u d w eapons th ro u g h th e g ra ss. 
Un 
re a c h in g th e lty o to y e riv e r th e K affir, w ho w as 
b leeding p ro fu sely from h is w ound, grew so w eak 
th a t we h ad to c a rry bim . 
A fte r a h a sty co n su l­ 
ta tio n w e d e te rm in e d to s e p a ra te . 
T o n n e let an d 
V alousky s ta rte d fo r G en e ra l W oods’ ca m p , a 
m ile a n a a h a lf aw ay, an d 
T ook the Kaffir with Them. 
“ My a sso cia te a n d m yself w en t n o rth to w ard s 
h e a d q u a rte rs , an d reac h ed th a t place a t n ig h tfa ll 
to find tb e e n c a m p m e n t in th e w ildest co n fu sio n , 
cau sed by tb e re tu rn of th e p rin c e ’s e s c o rt w ith 
th e new s th a t a bau d o f fifty Z ulus h ad m a ssacred 
th e ir lean er. 
N ex t day th e new s a rriv e d th a t a 
d ead K affir s c o u t iiad been fo u n d w ith in a m ile 
of G en eral M ood’s cam p , an d it w as th o u g h t 
th a t tb e Z ulus, a fte r th e ir a tta c k on th e im p eria l 
esco rt, h a d go n e clo ser to ca m p in se a rc h of 
o th e r 
v ic tim s. 
T here 
w ere 
sev eral 
assegai 
w ounds 
o c 
th e 
K affir’s 
body, 
an d 
a 
g u n ­ 
sh o t w ound in his leg. 
W hen I h e a rd th e new s I 
k n ew th a t T o u n e let had ta k e n m eans to k eep th e 
s e c re t of th e p rin c e ’s d e a th am o n g o u rselv e s, and 
I k new w hy he had c o u n s e le d s e p a ra tio n a t th e 
b an k s of th e lty o to y e riv e r /a n d e x p ressed sucli a 
d e sire to c a rry th e w ou n d ed K affir w ith -h iu i. I 
saw T o n n e let m any tim es a fte r th a t, b u t I never 
refe rre d to th e m a tte r a n d b e n ev er v o lu n te e re d 
any s ta te m e n t a b o u t it. 
I t only re m a in s to be 
said th a t b o th T o n n e let a n d V alousky p erish e d a t 
Isa n d u la , a n d tw o m o n th s a lte r th e d e a th of th e 
p rin c e. 
M y o th e r asso c ia te a n d m yself re tu rn e d 
to E n g lan d . 
“ A nd th is ,” said th e p h y sic ia n , “ w as th e sto ry 
of m y s tra n g e p a tie n t. 
T h re e d ay s a f te r he co n ­ 
fided it to m e w e laid b im to re s t in th e h illside, 
a u d th e re, I tru s t, ne sleep s th e p eacefu l sleep of 
one w ho has re p e n te d an d been fo rg iv e n . 
A fter 
th e fu n eral I opened h is yvill, a n d fo u n d th a t th e 
only o b lig a tio n he had im p o sed on m e w as to pay 
I OGO fra n c s a y ea r to th e m o th e r of J e a n Tonnu- 
le t, an d lay a sid e $1000 an n u a lly fo r te n y ea rs fo r 
th e ben efit of th e s u rv iv in g asso ciate. 
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T he D evil In H artford. 
IH artford Post.! 
In a d w ellin g house Id H a rtfo rd a few d ay s ago 
th e re w as a “ s u rp ris e p a r ty ” w hich so co m p letely 
m ystified tb e m a tro n of tb e fam ily th a t sh e w as 
a lm o st in c lin e d to ac c e p t it as a m iracle. 
H an g ­ 
in g u p o n tb e w all, aw ay fro m ch im n ey s and 
m a tch es and in no w ay e x p o se d to th e le a s t fire 
h az ard , w as a p h o to g ra p h of a well kno w n city 
p a s to r in clo sed in a c a rd b o a rd fram e. 
W hile th e 
lad y w as e n g a g ed in lier h o u sehold d u tie s h e r a t­ 
te n tio n w as su d d en ly aro u sed by seein g th is 
p ic tu re an d its fram e in a full blaze. 
T h e re w as 
no a c c o u n tin g fo r tho co n flag ratio n , n o r h a s any 
reaso n ab le e x p la n a tio n of th e s tra n g e affair been 
su g g ested . 
W ith in a day o r tw o a le arn ed citizen , 
fa m ilia r w ith scie n ce an d in te re s te d in all m ys­ 
te ries, h as m ad e au in v e stig a tio n of th e p rem ises 
a n d con clu d es th a t th e w hole th in g looks to him 
lik e th e b u rn in g b u sh in M oses’ tim e. 
In a n o th e r fam ily , w h ere m em b ers or th e o th e r 
one v is it, th e sto ry of tb e p a s to r’s p h o to g ra p h 
w as to ld , a n d th a t very d a y in th is fam ily th e re 
w as a n o th e r m y stery . 
T he lady of th e "house, 
g o in g to a c h in a closet, d isco v e red a g lass tu m ­ 
b le r w ith tw o holes th ro u g h it on tw o sides, as if 
a pistol ball b a d beeu fired th ro u g h it, au d pieces 
of bro k en g lass w ere in th e b o ttom . 
I t was 
le a rn e d th a t th e tu m b le r h a d been w ash ed th a t 
day a n d p la ced en tire ly w hole w here it w as 
fo u n d . 
W h a t ca u sed th e holes In th e g la ss is th e 
p e rp le x in g q u estio n . 
In th e fam ily of re la tiv e s of th e la s t fam ily 
n am ed tw o lad ies w ere re a d in g one e v e n in g ,w hen, 
to th e ir am azem en t, th e re w ere th re e loud kn o ck s 
p ro cee d in g from u n d e r th e ta b le a t w h ich th e y 
w ere fittin g . 
B oth w ere s ta rtle d , a n d h a v e been 
e x p e c tin g to b ea r so m e th in g m ore from th e sam e 
so u rce, b u t to th is tim e th e ta b le h as been q u ie t. 


A H orse’s U ntim ely D alk. 
D es M o in e s , la ., A pril 2 9 .—W hile a b alk y h o rse 
w as s ta n d in g a t th e c ro ssin g of th o B u rlin g to n 
railw ay , E a s t D es M oines, to d ay , th e w agon con 
ta b lin g six persons, w as s tru c k by a sw itch 
e n g in e. 
A b ric k lay er n a m e d M cG uire, co lo red , 
w as k illed , and G rah am , w h ite , w as m o rtally in ­ 
ju re d . 
A ch ild h ad Its leg bro k en , a n d tw o w om en 
w ere also in ju re d . T he s ix th o c c u p a n t, a w h ite 
m a n ,escap ed u n in ju re d . 


Death of the Poet, Philosopher 
and Philanthropist. 


Interesting Rem iniscences of His 
Early Life. 


H is College Career and the Trans* 
cendental School. 


C o n c o r d. A pril 2 7 .—E m erson is d ea d . 
T ra n ­ 
q u illy b u t u n co n scio u s o f th e sad h e a rts a n d 
w eep in g eyes a b o u t bis couch; u n co n scio u s, too, 
of th e void he w as m a k in g in tb e ra n k s o f tb e 
w o rld ’s g re a t th in k e rs , th e v en e ra b le S age o f C on­ 
co rd h as b re a th e d his la st. 
F o r sev eral d ay s th e 
la m p of b is life has been flick erin g , g iv in ? rise to 
a lte rn a te hopes and fears. 
F o r a w eek all C on­ 
co rd , a n d , th ro u g h tb e ag en cy of tb e w ires an d 
th e p re ss, all th e c o u n try a n d th e civ ilized w orld 
b a s been a w a itin g th e su m m o n s w h ich i t w as 
fe a re d b ad been d ecreed. 


T U 'O -T H IltD M OF A B O T T L E C U R E S. 
D r. R. V. P ie rc e , B uffalo, N. Y .; D ear S ir—I 
h av e been ta k in g y o u r “ F a v o rite P re s c rip tio n ” fo r 
“ rem ale w eak n ess.” 
B efo re I b ad ta k e n i t tw o 
d ay s I b egau to feel s tro n g e r. 
I h ave ta k e n b u t 
tw o -tn lrd s of a b o ttle a n d believe I am c u red . 
Gratefully. 
Mr s. H, Vt Lvyexx, TTaWffca. IU. 


EM F.KUON’H l i f e a n d w o r k s . 


A D rier H istory of the Long end Use* 
fut Career 
of the P oet, 
Philosopher 
and Philanthropist. 
R alp h W aldo E m erson Was bo rn in B oston, M ay 
25, 1803, au d w as d e scen d e d from e ig h t g e n e ra ­ 
tio n s of “ c u ltu re d , c o n scien tio u s a n d p ra c tic a l 
m in is te rs ," w ho le ft th e ir im p ress Jip o n th o h is­ 
to ry of relig io n in N ew E n g lan d , and w ho occu­ 
p ied ad v a n ced p o sitio n s in th e realm o f relig io u s 
th o u g h t. 
H is fa th e r, Rev. W illiam E m erso n , was 
a b rillia n t sch o la r, an d on e of th a t re m a rk a b le 
co m p an y of p re a c h e rs, am o n g w hom w ere B u ck ­ 
m in ste r, C h an n in g , K irk la n d an d T h a ch er, w ho 
in a u g u ra te d th e first lite ra ry p erio d in N ew E n g ­ 
la n d h isto rv , and w ho g ave a now c h a ra c te r to th e 
relig io u s life of B oston. 
M r. E m erso n d ied in 
1 8 11, le av in g five sons, W illiam , R alph W aldo, 
E d w a rd B liss, P e te r H ulkley an d C harles C hau n cv , 
t» tb e c a re of a m o th e r w ho p ossessed g re a t sen­ 
s ib ility , w as “ m odest, sin ce re an d very d e v o u t." 
A t the" age o f 8 y ea rs W aldo e n te re d th e p u t lie 
g ra m m a r school a n d soon a fte r th e L a tin school. 
H is love fo r w ritin g verses d ev eloped iu to e a rn e st 
an d co m m en d ab le w ork as early as b is elev en th 
y ea r, au d he o fte n p ro d u ced verses 
as school 
ex e rc ises. 
A t 
th e 
age 
of 
14 
lie e n tered 
H a rv a rd C ollege. 
K irk la n d 
w as th e n 
p resi­ 
d e n t, E d w a rd E v e re tt 
a p ro fesso r of 
G reek 
lite ra tu r e , a n d C aleb C u sh in g w as one of th e 
T utors. 
Id Ids class w ere H on. .Install Q uincy, 
a fte rw a rd M ayor of B o ston, C harles W . U p h am , 
a u th o r of th e “ H isto ry of th e Salem W itc h c ra ft” 
an d o th e rs 
w ho a fte rw a rd w on d is tin c tio n in 
lite ra ry a n d civ ic circles. 
In h is ju n io r y ea r he 
gained" a B ow doin p rize fo r an essay on tb e c h a r­ 
a c te r o f S o crates, an d iu his sen io r y ea r, a seco n d 
p riz e w as a w ard ed 
h im fo r 
his essay on th e 
“ P re s e n t S ta te of E th ic a l 
P h ilo so p h y ." 
H is 
ta le n ts as a poet, w ere em ployed in m a k in g p o etry 
fo r colleg e p u rposes, a u d n e w as tb e p o et on class 
day. 
A fter Ills Graduation 
In 1 8 2 1 , a t th e age of 17, he ta u g h t school w ith 
h is b ro th e r W illiam 
fo r several y ea rs. 
Mr. 
E m erso n n a tu ra lly loo k ed fo rw ard to th e C h ris­ 
tia n m in is try as b is v o catio n in life a n d in 1823 
b eg an tb e s tu d y of th eo lo g y . 
The d iv in ity school 
a t H a rv a rd w as a t th a t tim e th e reco g n ized ap ­ 
p ro a c h to th e U n ita ria n m in istry , a n d a ltn o u g b 
be a tte n d e d sev eral le c tu re s, be d id n o t e n te r th a t 
school. 
To C h a n n in g he 
ow ed 
c o n sid e ra b le 
fo r th e 
in flu en ce 
h is 
p re a c h in g 
h ad 
u p o n 
h im , 
a n d 
a fte r 
som e 
h a rd 
w o rk , 
d u r­ 
in g 
w hich 
bis 
h e a lth 
b ecam e 
very 
po o r, 
be w as, in 1 8 26, “ a p p ro b a te d to p re a c h ” by th e 
M id d lesex A sso ciatio n o f M in iste rs. 
H e p assed 
th e fo llo w in g w in te r in tb e S o u th fo r tb e ben efit 
o f b is h e a lth , an d on h is re tu rn iii 1827 b eg an to 
look for a p u lp it. 
A fte r “ s u p p ly in g ” fo r som e 
tim e, be rece iv ed a n d ac cep te d a call in 1829 to 
becom e th e co lleag u e of R ev. H en ry W a re in tb e 
p a s to ra te o f th e S econd U n ita ria n C h u rch of 
B o ston. 
A y e a r laver Mr. W are resig n e d to be­ 
com e p a sto r oi H a rv a rd C ollege, a n d Mr. E m erson 
becam e sole m in is te r of th e S econd C hurel). D u rin g 
b is m in istry Mr. E m erson to o k a g re a t in te re s t in 
tn e p u b lic affairs of tb e c ity , an d w as m u ch in te r­ 
e ste d In p h ila n th ro p ic m o v em en ts. 
H e w as a 
m em b er of th e school co m m itte e of B o sto n , was 
c h a p la in of tb e S ta te S en ate, a n d in J u n e , 1832, 
p re a c h e d th e c h a rity serm o n a t th e Old S o u th 
C h u rch , a u d a t th is e a rly d a te , w hen all th e p u l­ 
p its w ere s ile n t on th e s u b je c t of slav e ry , he 
o p en ed h is c h u rc h to th e a n ti-sla v e ry a g ita to rs. 
in th e su m m e r of 1832 he resig n e d b is p a s to ra te 
a n d g ra d u a lly w ith d re w fro m h is m in is te ria l 
lab o rs, n o tw ith s ta n d in g th e is c t th a t ev e ry th in g 
seem ed to in d ic a te 
A Lon# a n d U seful Career 
in th e p u lp it. 
T he im m ed iate ca u se o f h is resig ­ 
n a tio n w as h is “ d is in c lin a tio n to c o n d u c t th e 
u su al co m m u n io n se rv ic e .” “ T he tru e co m m u n io n 
w as, to bis m in d , p u rely s p iritu a l, w hile th a t 
com m only observ ed , he felt, bad no san ctio n iii 
th e N ew T e sta m e n t. 
Y et h e offered to co n tin u e 
it if tile serv ice co u ld be m a d e one m erely o f com ­ 
m e m o ra tio n , an d if he sh o u ld n o t h im se lf be re­ 
q u ire d to p a rta k e o r tb e b read aDd w ine. 
H is 
co n g re g a tio n 
w as 
a n x io u s 
to 
re ta in 
h im , 
a u d 
p roposed 
th a t 
he sh o u ld 
p u t h is con­ 
s tru c tio n 
on 
th e 
L o ra ’s 
s u p p e r 
w hile 
they 
re ta in e d 
th e irs, 
b u t 
bo 
w ould 
n o t 
c o n se n t to su ch a co m p ro m ise." T be re s u lt w as 
th a t th e c o n g re g a tio n w ould n o t c o n se n t to b ls 
in n o v a tio n s, au d be resig n ed . 
A fte r b is re s ig n a ­ 
tio n his h e a lth ag a in b roke dow n, a n d in 1 833 he 
sailed to r E u ro p e, v is itin g S icily, Ita ly , E'rance 
an d 
E n g la n d , 
an d 
m e etin g 
L a n d e r, 
C ar­ 
lyle, C oleridge, W o rd sw o rth , an d o th e r n o te d lit­ 
e ra ry lig h ts. 
H e re tu rn e d to B oston in th e sam e 
y ear fully re sto re d to h ea lth , a n d dev o ted co n sid ­ 
e ra b le 
tim e to le c tu re s. 
In 
1 8 3 4 fie 
w ent 
to 
C oncord, 
w here 
h e 
h as 
sin ce 
lived. 
In 
1836 
ho 
su p p lie d th e 
U n ita ria n 
p u lp it 
o f C oncord fo r th re e m o n th s, a n d a fte rw a rd 
p re a c n e d fo r sev eral so cie tie s fo r s h o rt perio d s. 
He e d ite d C arlyle’s “ S a rto r R e a a rtu s” b efo re it 
ap p e a re d in book fo rm in E n g la n d , in 183 6 , au d 
p u b lish e d th re e volum es of C arly le’s c ritic a l an d 
m iscellaneous essays 
in 
1 838. 
D u rin g th is 
p erio d b e w as iu th e le c tu re field co n sta n tly , an d 
w ou m u ch d is tin c tio n by his c le a r a n d calm p re­ 
s e n ta tio n of p ra c tic a l tru th s. 
H e c o n tin u e d i i i 
th e le c tu re field for m an y y ears, an d g av e fre ­ 
q u e n t ad d res-ee to m e ch an ic s an d th e o lo g ic al 
s tu d e n ts , refo rm con g resses, h isto ric a l clu b s an d 
c o lleg iate so cieties, jo u rn e y in g 
From Maine to C alifornia. 
F o r fo rty su ccessiv e y ea rs he le c tu re d in th e 
8alem , (M ass.,) L yceum . 
H is first book a p p e a re d 
in 1 8 36, and w as called “ N a tu re ,’’ a w ork rep lete 
w ith tb e d e e p e st 
s e n tim e n t a n d th e liv eliest 
em o tio n . 
J u ly 15, 1838, he p reac h ed his n o ta b le 
d isc o u rse to tb e sen io r class in th e d iv in ity school 
a t C am b rid g e a n d it c re a te d a g e n u in e s tir in re­ 
lig io u s circles, ow ing to th e fa c t th a t i t was th e 
first fu ll s ta te m e n t of E m erso n ’s fa ith in m oral 
pow er, a n d in an u n tra m m e le d relig io n o f th e 
s p irit. 
I t s ta rte d a co n tro v ersy w hich d id n o t 
sopn su b sid e, a n d M r. E m erso u is said to n ave 
m a in ta in e d h is p o sitio n to th e day o f his d e a th . 
In 1880, he said to a v isito r w ho ask ed him if he 
had ch a n g e d his relig io u s o p in io n s: 
“ My view s 
a re to be lo u n d in w h a t I h av e w ritte n .” H e rose, 
w e n t to h is book sh elv es, and d ra w in g b is h an d 
ac ro ss a b an ilsom ely-bouud s e t of h is ow n w orks, 
sa id be had seen no reason w h a te v e r fo r m o d ify ­ 
in g th e view s he h ad b eld to r so m an y y ears. 
W hile th e co n tro v ersy w as a n im a te d , M r. E m er­ 
son d id n o t fa il to have m any zealous frie n d s an d 
feilow -believers, b u t 
it 
h a d 
th e 
effec t 
o f 
finally s e p a ra tin g him fro m th e U n ita ria n s an d 
ca u sed b im to ab a n d o n th e p u lp it, he q u ie tly 
w ith d ra w in g to w ork in a m a n n e r ot his ow n. 
A in o u g th o se in bis circle o f frie n d s w ho h a d 
co m e to be d issatisfied w ith tb e D iv a le n t m a te ­ 
ria l an d form al m odes of th o u g h t, a n d 
w ho 
s o u g h t to in tro d u c e so m e th in g fre sh , w ere M ar­ 
g a r e t F u lle r, W illiam H. C h an n in g , T heo d o re 
P a rk e r, H en ry D. T h o reau , G eorge R ipley an d 
C h arles A. D ana. In 1841) th ey se t up a m ag azin e 
C alled “ T he D ial,” w hich co n tin u e d fo u r y ears, 
M a rg a re t F u lle r tieing e d ito r th e first tw o a n d 
E m erso n d u rin g th e re m a in d e r of its ex iste n c e . 
H e b ecam e in te re s te d in th e v ario u s re fo rm s of 
th e d ay , a u d d id good serv ice 
W ith H is Pen and Voice. 
In D ecem ber, 1847, h e becam e one o f th e 
e d ito rs o f tb e M a ssa ch u setts Q u a rte rly R eview , 
of w hich T heodore P a rk e r w as th e o rig in a to r. 
In 
1 8 4 9 he v isited E n g la n d , le c tu rin g a n d s ig h t­ 
seein g , a n d re tu rn e d to s e ttle dow n a t C oncord. 
S in ce th a t tim e he has d ev o ted h is tim e an d 
ta le n ts to th e p re s e n ta tio n o f lite ra ry w orks o f no 
co m m o n v alue, an d it m ay be tru ly said o f him 
th a t “ th e au tu m n fru ita g e of his m in d b as no# 
u n b eseem ed tn e p ro m ise o f its s p rin g .” 
D u rin g 
Ins e n tire lire It m ay be w ell said o f h im in th e 
w o rd s of M ilton: 
Thy actions to thy w ords accord, th y w ords to th y 
large h eart give u tterance due; thy h e a rt contains 
of good, w is e , ju s t th e perfect sh a p e . 
T he b ib lio g rap h y of E m erso n ’s w o rk s p re se n ts 
b is essay s an d hooks sin ce 1830, w hen he g av e 
th e r ig h t h an d of fello w sh ip a t th e o rd in a tio n of 
H. B. G oodw in, F e b ru a ry 17. 
A n in te rv a l of 
fu lly fo rty y ea rs elap sed b etw een th e co m p o sitio n 
of th e e a rlie s t a n d th e la te s t o t M r. E m e rso u ’s 
books, a n d ne can n o t be s a id to be a very v o lu m i­ 
n o u s w rite r. 
____________________ 


H ow a Cincinnati Iron M erchant Came N ear 
Losing a Hang L ittle Bum. 
N e w Y o r k, A p ril 3 0 .—In th e Je ffe rso n M a rk e t 
F o lic e 
C ourt, 
A le x a n d e r 
S w ift, 
a 
p ro s p e r­ 
o u s iro n m e rc h a n t of C in c in n a ti,O ., c h a rg e d R osie 
L a n g , alias S adie W est, of N o. 190 T hom as stre e t, 
w ith robbery. 
M r. S w ift a rriv e d in th is city 
T u esd ay afte rn o o n , a n d is s to p p in g a t th e M etro ­ 
p o lita n H otel w ith h is w ile a n d th re e o th e r 
la d ies, w ho in te n d to s ta r t fo r E u ro p e by to d a y ’s 
W u ite S ta r ste a m e r. 
A b o u t 8 o’clock T uesday 
n ig h t ho w as ts k in g a w alk, w hen he w as ac­ 
c o ste d 
by th e w om an 
L a n g . 
S he 
en g ag ed 
him in co n v e rsatio n for tw o o r th re e m in u te s 
in W est H o u sto n s tre e t. 
W hen sh e le ft, S w ift 
fo u n d 
th a t his 
p ocket-book bad 
been 
ta k e n 
fro m 
an o u tsid e 
v e st 
p o ck e t, 
a n d 
h e 
ran , 
s h o u tin g , a fte r che w om an. 
H e ca m e u p w ith 
b e r an d c a u g h t h e r by th e c o llar of h e r d o lm an , 
w h ich w as to rn in h e r e ffo rts to escape. 
A 
crow d g a th e re d , a n d th e w om an sa id th e m an 
w as b e a tin g b e r w ith o u t ca u se. 
D e te c tiv e M oran 
of th e P rin c e -stre e t police s ta tio n p u t in an a p ­ 
pearance and recognized tbe woman as one who 


liv ed bv h e r w its in tb e n e ig h b o rh o o d ot well- 
p a tro n iz e d botels. 
In th e P rin c e -stre e t statio n 
th e w o m an d en ied all k n o w led g e of Mr. s w i’t, 
a n d sa id th a t sh e h a d n e v e r seen him or bis 
m oney 
b efo re he c lu tc h e d 
h er on 
tho sid e­ 
w alk. 
“ S earch m e,’ su e c rie d to th o s e r v a n t, 
as sh e sw u n g h er to rn d o lm an aro u n d . The 
p o ck et-b o o k fell u pon th e 
floor. 
In it mere 
th re e ch eck s on New Y ork b a n k s t o r $7700, and 
five p assag e tic k e ts to L iv erp o o l 
a n d retu rn . 
B an k n o te s a m o u n tin g to o v er $ 1 0 0 had been 
ta k e n from it. J u s tic e Kil*>reth reco g n ized Mr. 
S w ift as a b ro tn e i o f S w ift, tb e w ell Known pork 
m e rc h a n t o f C in c in n a ti, w ho b a s a m ag n ificen t 
re sid e n c e on N in th s tre e t in th a t city . 
U nusual 
speed is to l>e m ad e iii sen d in g th e w om an Lang 
to p riso n , so th a t M r. S w ift m ay c o n tin u e lits 
jo u rn e y to E urope. 
S he w as ta k e n to th e tom bs 
p riso n , .m d th e d is tric t a tto rn e y , im m ediately 
a tte r b er in c a rc e ra tio n , s e n t tn e p ap ers to tile 
g ra n d ju ry . 


A R I C H L Y - D E S E R V E D F A T E . 


H ow the Citizen* of 
M inneapolis Dealt 
w ith a Criminal In Short Meter. 
S t. PACI., M inn., A p ril 3 0 .—A m a n by th e nam e 
of F ra n k M cM anus w as a rre s te d in M inneapolis 
T h u rsd a y on th e c h a rg e o f fe lo n io u sly assau ltin g 
a four-year-old d a u g h te r o f J . P. Spear. 
Mc­ 
M anus w as seen le a d in g th e c h ild aw ay, an d , 
w h en fo u n d , sh e w as 
in a 
d y in g condition. 
T he 
e x c ite m e n t 
fin ally 
n ecam e 
so 
g reat 
th a t 
th e 
p ris o n e r 
"was 
rem o v ed 
tro u t 
th e 
polico 
s ta tio n 
to 
th e 
ja il 
w hich 
w as 
th o u g h t to be p ro o f a g a in s t a tta c k . 
A bout 2 
o’clock In th o m o rn in g so m e s ix ty m en m arched 
u p o n th e ja il, fo rced th e o u ts id e b arrier w ith 
h eav y tim b e r, seized th e sh eriff, a n d held him as 
a p riso n e r w h ile th e se a rc h fo r th e p risoner 
w as 
iu 
p ro g ress. 
T ney 
fo u n d 
a 
m an 
w ho 
an sw ered 
th e 
d e sc rip tio n 
an d asked 
h im 
h is 
n am e. 
H e 
sa id 
h is 
n am e w as 
C row ley, b u t no su ch n am e ap p e a re d upon th e 
ja il re c o rd , an d be w as th e re u p o n ta k e n (rom th e 
cell a n d secu rely h a n d c u ff'd . 
D u rin g all th is 
o p e ra tio n an d th e ev e n ts w h ich followed th e 
h a rd e n e d w retch sh o w ed no sig n s o f tre p id atio n , 
a n d w as a p p a re n tly as cool as th e com m ittee 
w ho w as en g a g ed in rem o v in g b im . 
The p ris­ 
o n e r w as m a rch ed u p to th e h o u se of Mr. Spear, 
an d fu lly id en tified bv p erso n s w ho h ad seen th e 
m an 
w ith th e ch ild p rio r to th e com m ission of 
th e crim e , th e ag onized m o th e r ex claim in g , “ It is 
th e m a n ; ta k e him aw ay .” 
W h ile th is d ram atic 
scen e w as g o in g on, tbe" v ic tim o f th e villain lay 
d y in g in an a d jo in in g ro o m . 
T b e p o sitiv e id e n ti­ 
fic atio n of tim b ru te w as tb e sig n al for actio n , 
an d w ith o u t 
noise o r d e m o n stra tio n ho w as 
p laced u n d e r a la rg e o ak tre e , th e uoose was p re ­ 
p a re d in tile m o st ap p ro v ed fash io n , and fie w as 
sw u n g off. 
The m a n , b efo re h is d eath , told a 
m e m b er o f th e c o m m itte e th a t h e h ad a m o th er 
n a m e d N an cy A n n C row ley, liv in g in South B os­ 
to n . 


T H E C R O P S F O R 
1882. 


R eports from Thirty-seven States In the 
Country. 
N e w Y o r k , A p ril 3 0 .—T h e T im es has rep o rts 
o f th e cro p s fro m th irty .s e v e n S ta te s and from 
T e rrito rie s. 
Tho 
sm all 
g ra in s, 
despite 
bad 
s p rin g w eath er, 
p ro m ise w ell. 
W in ter w h eat 
w ill g iv e an 
in c re a se y ie ld 
in 
nearly 
every 
S la te e x c e p t 
In d ia n a , O hio 
a n d New 
Y ork. 
T he la st n am ed only w ill p ro d u c e m uch less 
th a n tn e av e ra g e. 
S p rin g w h e a t is m uch m ore 
n a tte rin g in its p ro m ise. 
In th e g reat g ra in 
S ta te s w est of th e M ississip p i th e Increase is 
esp ecially m a rk ed , in so m e ca ses as much as 6 0 
p e r c e n t. 
In som e o f th e old g ra in S tates o th e r 
g ra in s a re re p la c in g w h e a t, b arley , oats, an d 
ry e esp ecially . 
In all th e se a la rg e increase in 
a c re a g e is re p o rte d a n d p ro m ise s a large crop. 
In sects a n d ru s t a re re p o rte d in som e places, 
h u t 
o n ly in 
T e n n essee 
is 
m u c h alarm 
felt. 
l o rn snow s a v ery la rg e in c re a se in nearly ev ery 
S ta te w h ere it is c u ltiv a te d a t all. 
In the N o rth 
it sh a re s to som e e x te n t in tn e d isp lacem en t of 
w in te r w h eat, a n d in tb e S o u tn it is rep lacin g 
c o tto n to Borne e x te n t. C o tto n is ex p ected to g iv e 
a t le a st an a v e ra g e cro p . T be p la n te rs th ro u g h o u t 
th e S o u th n ave b een m u c h h am p ered bv th e diffi­ 
cu lty in o b ta in in g la b o re rs. T h e s u g a r cane cro p is 
lo o k in g sp le n d id ly .T h e c u ltiv a tio n of I ice Is receiv ­ 
in g m ore a tte n tio n , a n d p ro b a b ly th e av erag e 
cro p w ill fie secu red . T o b acco does not show 
u racil ch an g e. 
An in c re a se d acreag e will 
be 
p la n te d in so m e of th e M iddle and N o rth ern 
S ta te s. 
H ay an d g ra ss cro p s h av e been m uch in ­ 
ju re d , 
an d 
a lig h t 
y ield 
is ex p ected . 
T h e 
h ig h 
p ric es 
of 
p o ta to e s 
b as 
led 
fa rm e rs 
ro 
d ev o te 
an 
In crea se d 
ac re ag e 
to 
th a t 
v eg e tab le 
th is 
y ea r. 
T he 
f r u it crops 
h av e 
been 
th e 
ch ie f 
su fferers. 
F ro sts 
h av e 
a b o u t destroyer! p ea ch es a n d sm all fru it in V ir­ 
g in ia , M aryland an d D ela w are a n d tim H u d so n 
valley. 
O th er tru its w ill g iv e an average y ie ld , 
ex c e p t, p erh ap s, c h e rrie s. 
T h e d a iry in te re sts in 
th e N o rth an d E a st a re re c e iv in g m ore a tte n tio n , 
a n d , w ith fru it-ra is in g , re p la c in g th e c u ltiv a tio n 
o f g ra m . 
The g re a t c a ttle -g ro w in g In te re sts o f 
th e W est are m ost n o u rish in g , th e m ild w in te r ou 
Hie p la in s h av in g been fav o rab le. 


N O T E S O F T H E W E E K . 


T h e N ew J e rs e y P o tte ry C o m p an y of T re n to n 
h as ta ile d fo r $1 CO,OOO. 
S to rm s h av e d o n e g re a t d a m a g e In n o rth e rn 
T ex as to houses a n d th e w lie at a u d f ru it cro p s. 
In M o n tan a a p a rty of 3 5 0 Y a n k to n ia n In d ia n s 
h av e go n e on th e w ar-p ath a fte r a b au d of C rees. 
H ailsto n es as la rg e as E n g lish w aln u ts fell 
d u rin g a te rrific s to rm a t H am m o n to n , N. J ., 
S u n d ay . 
A lb e rt F in k b as b ee n offered th e p re sid e n c y of 
tb e L o u isv ille Ss N ash v ille railro ad , a n d w ill p ro o - 
a b ly a c cep t. 
T h e g a rd e n e rs o f s o u th e a ste rn V irg in ia h av e 
b eg u n p ic k in g s tra w b e rrie s to d ay fo r s h ip m e n t 
to th e N o rth . 
T he S ta te R e p u b lic a n co n v en tio n a t N ash v ille, 
T en n ., T h u rsd a y , u n an im o u sly re n o m in a te d G ov­ 
e rn o r H aw k in s. 
Tw o c o n s tru c tio n tra in s co llid ed a t E a g le p ass, 
T e x as, 'Iuesclay n ig h t. 
O ne m an w as k ille d a n d 
th re e fa ta lly in ju re d . 
A t New Y ork S a tu rd a y C h arles R ow el!, th e p e­ 
d e s tria n , w as rut) aw ay w ith an d th ro w n fro m a 
c a rria g e , h u rtin g b is b ack an d legs. 
A t tb e n av a l 
acad em y In A n n ap o lis, C ad e t 
L aw ren ce, w h ile p ra c tis in g in tb e g y m n a siu m , 
fell fro m a g re a t h e ig h t an d w as k illed . 
T h e S ev en th In fa n try , s ta tio n e d a t F o rt S n ell­ 
in g , h av e b eeu o rd e re d to be in re a d in e ss to go to 
A rizo n a a n d o p e ra te a g a in s t th e in d ia n s . 
A je alo u s g irl in L o u isa co u n ty , V a., trie d to 
k ill tw o of lier riv a ls in w in n in g th e a ffec tio n s of 
a ric h p la n te r by sen d in g th em p oisoned can d y . 
A rra n g e m e n ts a re b ein g m a d e fo r a m ass m e et­ 
in g in P h ila d e lp h ia on M ay 2 2 , fo r th e b en efit of 
tb e w idow an d d a u g h te r o f J o h n B row n of H a r­ 
p e r’s F e rry fam e. 
T he d ea th of M r. H e n ry C risp w ill be r e g re tte d 
no m ore sin ce rely an y w h ere th a n in 
B osto n , 
w here, p erso n ally as w ell as p ro fessio n ally , he 
h a d a h o st of frie n d s, 
A cy clo n e v isite d L aw ren ce C reek, K y., T h u rs ­ 
d ay ev e n in g , te a rin g off tb e ro o f of th o M eth o d ist 
c h u rc h an d b lo w in g dow n th e h o u ses a u d b a rn s 
of ten o r tw elv e ta n n e rs . 
B. B lum e, a N ew H av en b u tc h er, w as fo u n d 
g ag g e d an d b o q n d , w ith bis c lo th in g s trip p e d off, 
b eh in d a pile o f b o ard s n ea r M am aro n eck , N .Y ., 
W ed n esd ay . 
H e h a d been ro b b ed by tra m p s. 
N’a th u le sc b A b ies, th e ch ief of th e A p ach es, 
an d .lu ll, tn e c h ie f of tile W arm S p rin g In d ia n s, 
h av e m ad e an a llia n ce p le d g in g th e m selv e s a n a 
b an d s to ta k e th e w ar-p ath in S ep te m b er n e x t. 
S even s te a m s h ip s le f t N ew Y ork S a tu rd a y w ith 
121 7 p assen g ers, an in c rease of 25 nor c e n t, o v er 
tb e c o rre sp o n d in g w eek. 
Colonel M a tte so n an d 
m e m b e rs o f h is tro u p e w ere am o n g th e p a sse n ­ 
g ers. 
S am u el L a th a m o f W oo d b rid g e C en tre, N. J . , 
d o in g m e rc a n tile b u sin ess iii New Y ork, w as 
in s ta n tly 
k illed 
S u n d a y 
m o rn in g by th e d is­ 
c h a rg e of a p isto l, w u ich it Is su p p o sed h e w as 
c lean in g . 
E x -S eu a to r S a rg e n t o f C alifo rn ia, th e new ly 
a p p o in te d m in is te r fro m th e U n ited S ta te s to 
G erm an y , le ft N ew Y ork S atu rd a y afte rn o o n by 
th e s te a m e r R b y u la n d fo r A n tw erp , o n h is way 
to B erlin . 
A n A lb an y bill re la tin g to p rim ary e le c tio n s 
sig n ed by tb e sp e a k e r o f tb e H ouse a n d s e n t to 
th e S e n ate, tu rn e d u p w ith th e sp e a k e r’s c e rtifi­ 
c a te a n d s ig n a tu re e ra se d . 
A c o m m ittee w ill in ­ 
v e stig a te . 
T he tw en ty -fifth a n n iv e rsa ry of th e ele v a tio n 
o f 
A rchbishop W oods was celebrated by th e 
C ath o lics a t P h ila d e lp h ia W ednesday. 
T h e arch­ 
bishop received 
5000 
p resen ts, 
in c lu d in g 
a 
p u rse of $18,000. 
It h as b eeu a s c e rta in e d th a t th e h e ig h t o f tb e 
c e n tre sp a n o f th o B rooklyn brid g e is 1 3 4 .4 2 le e t 
I n th e clear ab o v e m ean h ig h -w ater m a rk . 
S u­ 
p e rin te n d e n t S m ith say s th a t th e legal h e ig h t o f 
th e b rid g e is 135 feet. 
J . A. A n d res, th e w ell-know n lig h tn in g c a lcu ­ 
la to r, k illed ids w ife rece n tly , by s trik in g h e r on 
tb e h ead w ith a ro llin g -p in a i th e ir ta rm hom e, 
tw en ty m iles fro m W est C hester, P en n . 
T h e m u r­ 
d e re r h as been in sa n e sin ce May last. 
S ix ty -th re e b u ild in g s w ere d estro y ed by fire 
a t 
Eau C lair, W is., la s t w eek. 
F ifty 
b u si­ 
n ess firm s w ere b u rn e d 
out. 
T he to ta l loss 
ex c eed s .$250,000; in s u ra n c e a b o u t $175,000. 
A 
m a jo rity of th e b u sin e ss m en b u rn ed o u t h av e 
resu m e d in te m p o ra ry q u a rte rs. 
T h ere w as no 
loss ot life. 
A C olum bus, O., d e s p a tc h states th a t a fre ig h t 
tra in on th e C olum bus, H o ck in g V alley & T oledo 
ro ad b ro k e th ro u g h a tre stle W ednesday a f te r­ 
n oo n , a n d W. R. D ew ald en , en g in eer, h is son 
C h arles, th e firem an , a n d Jam es H iles, b ra k e ­ 
m a n , w ere killed. 
A t Y an cey v ille, N . C., W ednesday, N a th a n ie l 
J o h n sto n w as s h o t a n d 
in sta n tly k illed , au d 
G eo rg e W illiam so n , J r ., w as sh o t in th e fo re h e a d 
a n d d an g e ro u sly w o u n d ed , b oth by F e lix R oan, 
p o s tm a ste r a t Y an cey v ille. 
The affair g re w o u t 
o f a p o litic a l d isp u te . 
A t th e an ti-C h in e se co n v e n tio n in San F ra n c isc o 
W e d n esd ay 
re so lu tio n s 
au d 
ad d resses 
w ere 
a d o p te d p ro v id in g fo r “ b o y co ttin g ” th e C hin ese 
an d all w b o d e a l w ith th e m , and p led g in g tb e m em ­ 
bers to a ssist, w h en called upon, in an o v erw h elm ­ 
in g d e m o n stra tio n , to p re v e n t th e la n d in g o f 
C hinese. 
S carier fev er a n d d ip h th e ria are c re a tin g g re a t 
alarm a t A tU n tic v ille , N. J ., old an d y o u n g a lik e 
b ein g a tta c k e d by th e la tte r disease. 
T h e p u b lic 
sch o o ls a re closed. 
O ne d ea th an d a p u b lic 
fu n e ra l at L n u g B ra n c h bas in d u ced th e a u th o ri­ 
tie s t<> issu e an o rd e r th a t all p ersons d y in g of 
s c a rle t fev er o r d ip h th e ria m u st be b u rie d p ri­ 
v ately . 


FINANCE AND COMMERCE. 


BOSTON STOCKS A N D B O N D S. 


R E V IE W O F T H E W E E K . 


St a t e St r e e t , s a t c &p a t A ih'f r n 'o o w , ) 
A pril 29. 1 8 8 2 . 
I 
T h e in d ic a tio n s w h ich p rev ailed la st w eek of 
co m in g ea se In m ouey h av e been p a rtia lly fu lfille d 
d u rin g th e p a s t w eek, as is show n by a lo w er r a te 
betw een b an k s a n d au easin g off in m a tte r of 
loans a n d d isc o u n ts. 
B u t still low er fig u re s a re 
In o rd e r. 
T he b an k s, a lth o u g h g a in in g , a re s till 
n o t y e t in so good a c o n d itio n as th e y w o u ld lik e 
to be, a n d m oney c o n tin u e s to be c h e a p e r iii N ew 
Y ork th a n it is in B osto n . 
A p p lic a tio n s a t th e 
b a n k s fo r th e u se o f m oney h as b ee n fa ir, b u s 
closes r a th e r q u ie t. 
G ood b u sin ess p a p e r, w h ile 
ra n g in g fro m 6<i6 p er c e n t., ru le s a t a b o u t 5 % ; 
u n d e r lim ite d tra n s a c tio n s 
p rim e c o rp o ra tio n 
n o tes an d a c c e p ta n c e s are q u o te d as held a t 4 % 
(3,414 p er c e n t., w h ile th e b id d in g is g e n e ra lly 5, 
an d in so m e ca se s 4 % p er c e n t.; as fo r c o lla te ra l 
loans m o n ey on g o v e rn m e n t b o n d s c a n b e o b ­ 
ta in e d a t 4 p er c e n t., a n d on o th e r c o lla te ra l 4 % 
p er c e n t. u p , a c c o rd in g to tb e n a tu r e o f th e 
sec u rity . 
As a ru le ti p e r c e n t. is p a id by b ro k e rs 
to th e b a n k s fo r lo an s on m ix ed c o lla te ra l, an d it 
is ra re th a t th is ra te is d e v ia te d fro m ; th e con­ 
s ta n t c h a n g in g of c o lla te ra l th a t su ch lo an s are 
s u b je c t to m ak es th e m w o rth th is ra te to th o 
b an k s, a n d b ro k ers as a ru le m a k e n o o b je c tio n in 
p ay in g it, an d even th e n c o n triv e to m a k e a p ro fit 
by c h a rg in g th e ir cu sto m e rs fo r w hom th e y are 
c a rry in g sto ck s 7 p er c e n t. 
Tho ra te fo r b alan ces 
betw een b an k s, w h ich last. S a tu rd a y w as as low as 
4 p er c e n t., to d ay w as q u o te d a t 3 % “ 3 p er c e n t., 
h a v in g ra n g e d fro m 4qj;3 p er c e n t, d u rin g th e 
w eek. 
A t th e c le a rin g h o u s e th is m o rn in g th e g ro ss 
e x c h a n g e s w ere $ 1 0 ,5 4 1 ,4 7 0 , w h ile fo r th e w eek 
th ey w ere $ 7 1 ,2 1 8 ,0 0 7 ; th e b ala n c e s to d ay w ere 
$ 1 ,6 0 8 ,3 6 7 , an d lu r th e w eek $ 8 ,6 6 1 ,1 6 7 . 
N ew Y ork fu n d s c o n tin u e to sell at a d isc o u n t, 
th e ra n g e to d ay tiein g 2 o vn;2«"ic. p er $ 1000. 
F o reig n ex c h a n g e is q u ite firm , an d Is a t a b o u t 
s h ip p in g p o in t; b u t n o tw ith s ta n d in g th is, an d 
th e feelin g th a t s h ip m e n ts o f gold fro m N ew 
Y o rk w ou ld he m ad e to d a y , th e re h av e been no 
re p o rts of an y . 
T h e clo sin g p ric es of ex c h a n g e 
a r e a s fo llo w s; S ig h t, 4 .8 l)% « 4 .9 0 ; six ty d a v ,, 
4.87 0 4 .8 7 1ti; 
co m m ercial 
bills. 4 .8 5 ; fran cs, 
sig h t, 5 .1 6 % ; s ix ty d ay s, 5 .1 7 % . 
W all s tre e t ra te s fo r m oney h av e begn ex ­ 
tre m e ly easy , ru lin g a t a b o u t 3 p e r c e n t, w hich 
w as to d a y ’s figure. 
T he ban k s ta te m e n t to d ay 
c o n tin u e s to im p ro v e, sh o w in g an in c rease iu th o 
reserv e. 
T he fo llo w in g a re th e item s; 
Loans Increase.................. 
Specie increase................. 
Legal lau d ers Increase.. 
Deposits in c re a s e ............ 
C irculation decrease....... 
R eserve increase 
. 


% 1.300.7OO 
1,854,1)00 
1)66.000 
3.809,400 
484.300 
1.846,OOO 
T h e b an k s now h o ld $ 1 0 ,8 9 5 ,6 0 0 m o re th a n th o 
leg al re q u ire m e n ts. 
G o v e rn m e n t b o n d s a re fra c tio n a lly lo w er th a n 
th ey w ere la st S a tu rd a y . 
E arly d u rin g th e coin­ 
in g w eek, p ro b ab ly on M onday o r T u esd ay , th e 
s e c re ta ry of tb e tre a s u ry will issu e a call fo r th e 
o u ts ta n d in g bonds, now e x te n d e d Os, issu ed n u d e r 
th e a c ts of C ongress, J u ly 17 an d A u g u st 6 ,1 8 6 1 , 
w h ich am o u n t to a b o u t $ 1 1 ,OOO,OOO. 
T his w ill 
leav e o u ts ta n d in g of tile 6 s o n ly th o se bon d s 
issu ed u n d e r th e act of M arch 3, 1 8 6 3 , am o u n tin g 
to a b o u t $ 4 8 ,0 0 0 ,0 0 0 . 
T he New Y ork s to c k m a rk e t d u rin g th e w eek 
h as been q u ite d u ll, au d . w ith so m e few ex c ep ­ 
tio n s, can be called 
ste a d y , a n d 
in som e in ­ 
s ta n c e s stro n g . 
T h e e x c e p tio n s n o te d h av e been 
L ak e S h o re, N ew Y o rk U e n tra i a n d J e rs e y C en tral 
p rin c ip a lly . 
T he m a rk e t h as la c k e d o u tsid e su p ­ 
p o rt, 
an d 
d e a lin g s 
h av e 
been 
p rin cip ally 
co n fin ed 
to 
tb e 
room 
tra d e rs , 
m a k in g 
it 
th e re b y 
a 
b ro k e r’s 
m a rk e t, 
w ith 
th e ex c e p tio n s as alread y n o te d . 
T oday th e m a r­ 
k e t a p p e a rs to be on th e ev e o f an u p w ard m ove­ 
m e n t, alth o u g h it m ay be only te m p o rary in its 
c h a ra c te r. 
F o r n o tw ith s ta n d in g a d ec lin e in 
L ak e S h o re an d N ew Y ork C en tral, tile first 
n am ed d e c lin in g fro m 1 0 1 % .a 100% , clo sin g saio 
a t 100% , an d th o la tte r d e c lin in g from 1 2 6 % a 
125, w ith clo sin g sale a t 12 b l 4, th o g en eral 
list sh o w s a ch a n g e, ra n g in g from Vi a % per 
ce n t, only, in e ith e r d ire c tio n , w ith th e ex c ep tio n 
o t P acific M ail w h ich sh o w s a g ain fo r th e d ay of 
% p er c e n t.; th is sh o w s a very stea d y n o t to say 
a firm m a rk e t. 
T o h elp th e u p w ard tu rn in th e 
m a rk e t is th e la rg e s h o rt in te re s t w hich is o u t, 
an d la st, th o u g h n o t least, th e fa c t th a t th o 
m a jo rity of o p e ra to rs a re on th e h e a r side, w hich 
is an e x c e lle n t p o in t to buy on. 
T he ab o v e are 
o u r ow n feelin g s; th e rep o rts, a* receiv ed fro m 
New Y ork to d ay , a re g en e ra lly d ire c tly o p p o site, 
being m o stly hear. 
It is alleg ed th a t th e V a n d e rb ilt p a rty a re heavy 
sellers ot H ead in g . 
It is re p o rte d th a t th e e a rn in g s o f th e W e stern 
U nio n T e leg rap h C om pany are sh o w in g ju s t a t 
p re s e n t a la rg e decrease." I t is f u rth e r re p o rte d 
th a i th o n e g o tia tio n s fo r p la cin g a block o f sto ck 
u p o n tile L oudon m a rk e t h as I allen th ro u g h . 
J a y G ou ld and “ W ash .” C onnor, h is p a rtn e r 
an d b ro k er, a re ex p e c te d to re tu rn to N ew Y ork 
on o r a f te r May 1 4 , th e N ew Y ork L e g islatu re 
h av in g paused "a re s o lu tio n to a d jo u rn u p o n th a t 
date(?). 
F o r som e tim e M isso u ri P acific h as been sp o k en 
of as a good sale, an d re p o rts of sales by in sid e rs, 
b u t fo r all th e se u n sav o ry s ta te m e n ts th e sto ck 
does n o t go off w o rth a c e n t. 
T h e s tre n g th o f M ich ig an C en tral c re a te s b elief 
in sm ile q u a rte rs th a t M r. V a n d e rb ilt In te n d s to 
Dull th a t sto ck th is y e a r, ev en it d o u e a t th e ex ­ 
p en se of L ake S hore. 
T ile d ire c to rs of th e P e n n sy lv a n ia co m p an y a re 
to m e et on th e co m in g M onday, a n d ru m o r h as it 
th a t it is very likely th ey d e c la re a sem i-an n u al 
d iv id en d of 4 p er c e u t. 
I t m u st lie rem em b ered 
th a t th is com pany h o ld s s to c k s an d bon d s o r o th e r 
c o rp o ra tio n s w hich y ie ld s an n u a lly $ 3 ,0 0 0 ,0 0 0 iii 
ro u n d figures; th e re b y d iffe rin g rrom I .ake S h o re 
a n d N ew Y ork C e n tra l, w h ich h av e no su c h re ­ 
serves. 
The B oston sto ck m a rk e t d u rin g th e w eok has 
been fairly activ e, a n d p ric es, w ith a few e x c e p ­ 
tio n s, h ave been co m p a ra tiv e ly stea d y , a n d in 
som e In stan c es q u ite s tro n g , p rices a t th e close 
sh o w in g a h an d so m e a d v a n ce o ver th e ru lin g 
figures of la st w eek. 
T his im p ro v e m e n t is q u ito 
fo rcib le in B asto n & A lbany, B oston & M aine, 
O ld C olony, E a ste rn an d Iow a F alls 
S ioux City. 
T he 
a d v a n ce 
in 
th e 
first-n am ed 
sto ck 
Is 
a ttrib u te d to th e ac tio n of 
th e sto ck h o ld ers 
a t th e ir m e e tin g o n W e d n e sd ay la st; of O ld C olony, 
to th e stro n g p ro b a b ility o f its h e re a fte r b ecom ­ 
in g a I ]ier ce n t, sto c k , in s te a d of a 6 p e r c e n t, as 
it now is; and of Iow a F alls, th a t a sto ck d iv i­ 
den d o r so m e th in g e q u iv a le n t Is to he an n o u n c ed . 
M essrs. E v an s & D uane, in th e ir m o n th ly c irc u la r 
issu ed to d ay , re p o rt th a t M exican C en tral stu ck 
(u o t y e t issu ed ) h as so ld a t 2M% a g a in s t fu tu re 
d eliv ery . 
Tho p ro sp e c t of M alue C en tral soon 
b ec o m in g a 4 p er ce u t. sto c k , an d w hich has 
s tre n g th e n e d tb e p rice, sh o u ld Im prove th e p rice 
o f E a ste rn , as th is la tte r co m p an y is th e o w n er of 
a b o u t 21,000 sh a re s of th e sto ck of th e fo rm e r 
com p an y . 


P riest af Stacks anti Duads a i 8.80 P. ill. 
RAILROADS. 


R utland cora 


D o n ’t b e Alarmed 
a t B rig h t’s D isease, D iab etes, o r an y d ise a se o f 
th e k id n e y s, liv e r o r u rin a ry o rg an s, a s H op B it­ 
te rs w ill c e rta in ly a n d la stin g ly cu re y o u , and i t is 
the only thing that w ill. 


LARD CO*. 
Bid. 
Asked 
Boston....... - 
7 9-16 7% 
Boston VV P„ 
4% 
— 
Brookline.,— 
3% 
— 
Boylston St.. 
— 
I 
BOROS. 
A.7 AMPlstS. 118% 
119 
A.TASK I g.. 114 
— 
KU.F8AG7S. HO 
110% 
K( S.) or CB" s — 
L E A F S 7*107Vi 
116 
107% 
102 
C.MA Cle# 7 S- — 
Eastern 4 Vs* 107 
107 V* 
N Y A N E l a l 13% 
113% 
R Y A N t b s — 
104 
ll A E 7s....... 48 
— 
C P 6*.......... 115 
I PTS............112 
— 
ti P *f 8 S ....118 
119 
W isCent tats 77 
— 
WU C ent 2ds 45 
49 
Og«LCcou6s — 
96 
A A P 6 s...... 
— 
94 
A A P in e .... - 
30 
A'ex Cen 1st* 84 V* 
84% 
RAILROADS. 
A. T A S K ... 85% 
863/a 
F A P M ar... 23% 
— 
K C. F 8 A G - 
75 
L R A F S.... 47% 
49% 
La A Mo Kl# 16 
18 
M, ll A O n... Bl 
— 
Bos A Alb.... 188 
168% 
Bos A la)well 102 
— 
Boba Maine 144% 
Bos A P ro # .. 162 
145 
164 
Chi. U A Q ...130 
1301/4 
Cen of Iowa.. 32 j 
33 


T. Del A Ii... 


Connerton V. 
1 Mass Central 


Allouez......... 
A tla n tic ........ 


C atalp a..,.. 
C ontantm 't.. 
F ran k lin .__ 
H a n .baw . .. . 
Huron........... 
O sceola......... 
Hewable...... 
(mincv.......... 
R idge........ 
Silver islet.. 
Sullivan......... 
B onanza....... 
N ana. 
San P ed ro ... 
m isc b lla n k o u*. 


Bld. 
Asked 
34 1/* 
24% 
—w 
40 
,126 
_ 
109 
_ 
33 
_ 
182% 
133 
24 
— 
4 
4 Vs 
11% 
12 
111% 
111'/* 
6S/» 
6% 
16% 
16% 
0% 
6% 
9 
to nog. 
2 
2 Va 
13 V, 
14 
IO 
12 
238 
240 
35c 
40c 
— 
I 
11 % 
11% 
2% 
3 
I % 
1% 
32 Vs 
— 
— 
l l 
60 
51 
60c 
— 
19 
21 
I 
13® 
4 Vs 
4 V* 
63/* 
6 Va 
76c 
80c 


Bell Tele.. .140 
PtUl.Pol.Car. 126 
141 
127 


C O M M E R C I A L M A T T E R S - 


DOSTON M A R K E T S . 


O f f ic e o f T h e B o l t o n D a i l v g l o b * . I 
s a t u r d a y E v e n in g . A p ril 29. < 
A PP L E S.—The m ark et has been firm for choice 
Baldw ins. 
We quote th e sales of cholee Russets at 
83 76 (14 $1 bbl; choice Baldwins, 83 50,,<*4 X bbl; and 
com m on to good at #2(&3 X bbl. 
BEANS.—Cholee hand-picked P ea are very rirm ; 
M edium s are selling freely. Red K idneys are auloi. 
We Quote: N orthern Pea, 83 76@3 70 X bush: do do 
New York. 83 05(®3 75 X oush; do do com m on to 
good, $2 ill:«z)3 do QI busb; m edium choice hand­ 
picked, 83 
6>iSy3 66 X bush; 
do choice screened, 
S3 6 5 '/3 OO X bush; do com m on to good, #2 80®3 35 
X b u sh ; Improved Yellow Eyes. 83 20323 26 X bush; 
do choice rials, 83 10.®3 15 at bush; do com mon, 
$3 OO®3 05 Kl hush: Red K idneys, $2 75@2 OO if 
bush. 
MOOTS AND SHOES—.Com m ercial and Shipping 
List. —There has Peen an increased activity in th e 
m ark et for all kinds of heavy goods, and th e fall trade 
is uow fully under way. W ax and Kip Boots and shoes 
are receiving special atten tio n , and th e factories on 
th ese grades have large orders ou baud for Ju n e and 
Ju ly delivery. Sam ple packages on Serge. Kid aud 
o th er kinds of ladies’ tine goods are In active dem and, 
and several orders have been placed. D uplicate o r­ 
ders for spring goods are still com ing in. aud the fac­ 
to .les bi Lynn aud H averhill are fairly engaged on 
th is w ork, bu t they expect to be p retty well cleared 
up in an o th er w eek or two. Salesm en who have re­ 
tu rn e d from trios in th e M iddle S tates aud th e \Vest, 
rep o rt a backw aid season, bu t stocks are going off 
well, and but few goods will be carried over by Job­ 
bers. R ubuer goods a r- beginning to be called for, 
and m anufacturers are selling from stock, lint a re not 
disposed to tak e many large orders a t p resen t prices, 
ow ing to the rise in th e cost of raw m aterial. Ship­ 
m ents are still decreasing. 
BUTTER 
The m ark et gained som e stren g th In th e 
first part of the w eek, ami sales of choice dairy lots 
have been m ade at one cent per pound above the low­ 
est rates th at w ere noticed iii our rei ort last w eek. We 
quote choice N orthern cream ery. 2 9u30cX th; do fair 
to good. 20#28c X lh. fine F ranklin County, Vt, dairy, 
20®27c X lh; 
choice grades New York 
and V er­ 
m ont. 25@26c IS th; do do fair to good, 22® 24c X 
th; do do com m on, 19@ 2lc Kl th. 
We quote New 
W estern—Cholee cream ery at 29® 3Ic X lh; do fair to 
good. 26@28c $1 lh; choice dairy. 23@ 6c X lh; do fair 
to good. f7 ® l9c 'n lh; choice ladle packed. 20@22c Kl 
lh: do la ir 10 good, 17@19o $1, do com m on, 14@ l6 
IR lh. 
CHEESE.—The m ark et for choice old Cheese has 
beea steady. Fall to good moves pretty well. We quote 


choice N orthern factory at 14<?14%c X lh; do fair 
to good, 1201.11 ,• #{ (h 
do half skim . 6®6c T6 lh; 
do Skim, 3 o 6 r ii lh; choice W estern facto ry , !3® 13% c 
X fh; do do fair to good, I Ort* 12* *c 41 lh; do com m on, 
6(®8c ,( th; Worcester county choice, 123113c IR lh; 
do good, 9® I ic y( lh; do com m on. 6fti8c IR lh: choice 
Baga. 145 141 .... t< th, no com m on. Iii./ 12c >#th. 
( UAL.—English < ajinel Coal continuo* w ithout any 
chang.', md has beeu -old in sm all H ts at #16 X ton. 
Nova .s.Ona ports a re -till closed br ice. 
Nova .co lla 
Culm Is inquired for. and price* of all Lind* will be 
higher than last tear. 
No C um berland Cosh Clear- 
field has 1 .cen Iii good dem and 
Gas C oni-have been 
active. A nthracite );as beeu in fair dem and, and retail 
sales have Peen made at ?' 50.(36 76 X ton. 
Cl if! 1.1 
Tho m arket for B io s has neon stead v but 
quiet. Mdd grade* have been In m oderate dem and at 
unchanged prim s, 
We quote Jav a at 13% ®26c (R lh; 
Mocha at 27 0-280. X lh. M aracaibo at I0 % ctl5 c X th; 
Rio at si._. - i2r .Nth for in ferio r and ct due 
COPPEL 
We quota th e last sale* of sh eathing Cop­ 
pin ai 2-. ii th; and Bolt* and B razier-’ Cop; cr at 30 
n 32c (I th. I ( How * heat bing Metal sells at 20r X th 
and Yellow Metal Bott* at 22c IR lh. 
Ingot Copper has 
1 eon been Ii, m er aud sales have been made at ISL*.ft 
18' we Ti th. 
CHR Y 
The m ark et bas been unsettled and prices 
have cased off about 3c V bust. from tho extrem e 
rats’- before noticed. 
Nt/x'ks are m oderate and re- 
ceint* -mall, w ith a lim ited dem and. 
W e .mote sales 
“t No 2 ami high m ixed at 9O%02cX hush; steam er 
mixed and yellow at 89® 90c If) bilsh ; and no grade at 
87®89o X bush. To arrive from Chicago price* are 
nom inally St e 'Ai busti for high mixed 
DRH.I) APPLES.—Choice qu artered and sliced have 
been I ii m oderate dem and at steady prices. Evapo­ 
rated In b etter request. We quote Southern quartered 
We quote sales ainee our last of Southern quartered 
at 4 <141 ne X th; do sliced, 4%ft#8c X th; 
New York 
quartered, 6® H % c Ay lh; do sliced. AgtdVaC * lh; 
East and North quartered. 6.0061 »c *4 th; do sliced, 
61116* gc X th, choice evaporated. 13/814 TP lh; do com ­ 
mon lo good, IV,i- 12c A) th 
DRUGS. DYES AND C H EM IC A L ^—The dem and 
ha* been fair and prices rem ain ah.nit tho same 
We 
quote Alcohol at 92 26(0)2 28 X gal; Soda Ash at 
P 1 0 6 ffl 75: Blenching B onders at SI 20.<it 26; Sat 
Soda at $1 16®1 20: A m erican Castor Oil at I2<rl2% c 
Iii bbls and cases; Sh ily cru d e B rim stone at 820531 
V ton for seconds an a th ird s, Clitch a t 5Mj(/t6l jc ; 
( austle Soda at 83 32 u 53 36: Cream Tai tar at 31* j 
(n32c for crystals, anil 33W.r#34c for pow dered, Bt 
nhr m ate Potash at 16 % c ; Prusslato do at 24,1*24'be 
for yellow, and 60/36Ic for red; Oxalic Acid at 14% ./ 
loc; T artaric A. ld a t 48% 'rM 9% e; Opium at 84 IIDA 
4 26, outy paid;. and $3 23-63 60 lit b ond; refined Cam­ 
phor ii 24% ($26% c: su lp h ate Quinine at $1 90 a' 
2 fur H erm an, and 81 BOW!} 8“ for A m erican, .Mor­ 
phine at 83 7 0 5 3 80; C itric Acid a t (l./tu S e; Brown 
Sugar ot Lead a t 7Vv.i*8c ; W hite Sugar of Lead ai 15 
**l5% e; P otato S tarch a t 5@ 6%e; and4o th er article* 
rem ain th e sam e as noticed. 
ORY GOODS.—T here bas been m o re d dng ln cotton 
and w oollen goods, and prices a e wit hunt anvchange. 
OYEWOODS.—St Domingo Logwood continues In fair 
dem and, with sales al #19.524 I) ton. All tho o ther 
Dyewood* continue quiet. Fustic ranges from 818,(J 
26 A) to n as to quality. 
EGGS.—T here has been u n ea sier ten d en cy to tb e 
m ark et 
We quote sales of E astern at 17% c A) doz; 
New York and Vermont. ITI® 17l «o (I doz; Canada, 
ITM 171 ye X doz; W estern. 16 517c Al doz. 
FEED .—T’lio gales of Shorts have been at 826 OO® 
26(H) 
toil; Flue Feed at 826/B28 %) to n ; and Mid­ 
dlings range from #28n/.Tll X ton. Cotton Seed Meal 
has been selling at #31 50532 X ton. 
I LOCK.—F lour 
continue* firm for 
all leading 
brands, h u t a llgli* busine-* has been done. Choice 
spring patents are becom ing reduced, and thorn Is no 
prospect of any considerable supply for some tim e to 
com e; th e re Is a very confident feeling this de*rrl|>- 
th ii will sustain a high range of price*. We qunto 
spring w h e a ts -W estern superfine. #4 26.54 75. com ­ 
mon ex tras, $5 25 56 75: W isconsin. #5 2 5 5 7 im; Min­ 
nesota bakers. #6 nib/is OO: M innesota am t W isconsin 
patents, #s 6. mi 9 60. W inter w heats—Cholee patents, 
#8 25//6 60; do com m on to good. 8” 50/iH OO; Ohio. 
#6 50,317 25; Michigan. #6 50®? 60; Indiana. $6 60® 
7 60; Illinois. 87 25(5*7 5 "; St Louis. 87 26(5775; South­ 
ern faintly flour, $ ...id!__ ; Cornm eal If? bbl, #3 70 
®3 75; Rye flour. $6 00(8-6 52: O atm eal, common to 
good W estern, 86 60(6)7 OO; O atm eal, fancy brand*, 
87 25«7 60. 
F IS H —T here h asb een a fair dem and for Codfish, 
and we quote sales of large dry Bank at 84 7556 X 
qt I; aud #4 60<iS4 62% X ((ti for pickle cu red ; Georges 
I odfi-h have been selling at #6 25o-5 60 at the out- 
ix.rts 
H ake. Haddock and Bollock are scarce ami 
have been selling at nom inal prices. 
M ackerel 1s in 
light stock, w ith sale* of sh o re In lobbing lot* at 820 
22 for No I. RI 1(512 for No 2. 
Brince Edw ard Island 
No I hflvn been offering at 8 I6 5 1 S $ ? bbl. Pickled 
H erring have been dull, w ith sale* of choice splits at 
4? bbl. 
Box H erring have been i i i good dem and 
ut loc. for m edium scaled, 13c for No I. and ...c X box 
for tucks. Alewives and Salm on h ave bean quiet and 
prices are nominal. 
I KEIG HTS. California freig h ts rem ain unchanged. 
To M elbourne the rate* a re 20.5221 ■ o X foot tor 
m easurem ent goods; to Sydney 20522Lye f! foot for 
m easurem ent goods,and 2(>5-'22%o to A delaide fur 
m easurem ent goods. 
To B risbane 26.• A? foot for 
m easurem ent goods; am i to New Zealand ports 26c 
tor m easurem ent goods. 
By steam to Liverpool—Pro­ 
visions. 4s flu; b u tter am i cheese. 10s; cotton, 5-rt4<1; 
leather. 30s; sack Hour.2s Od; m easurem ent goods. 12s 
0d'5>l6s: g rain 
d x bush. 
London—Flour, Is Od; 
m easurem ent, g/s ils, 15s Od; sack flour. 6s Od: grain. 
I% d ; b u tter and cheese, 20s; provisions, 16s Od. To 
G lasgow —G rain. Id ; provisions, t t s o d ; sack flour, 
6s (id; b arrel flour, 7% d. Coal freights from P hila­ 
delphia ru le at RI 2551 36; B altim ore at #1 40 51 50; 
A lexandria am i G eorgetow n, SI 90 5 2 , New York at 
81 I Oft* I 20 x ton 
FRESH M EAT.—T here I* a very firm tone to th e 
m ark et for Beef, with a good trade. 
M utton and Veal 
have been I ii very fair dem and at steady prices. We 
quote B eef hindquarter* choice, l30514%e X lh; com ­ 
m on,8® 10o; do foreq u arters,choice, ll® 9% c; do com ­ 
mon to good. 6fttde. 
M utton, extra, 8 % ® p % c; com ­ 
mon to good, 3,54c; Spring lannh. choice, lkjtl3; do 
com m on to good. 4<56c; Veal, choice I)®12c; fair to 
good.6(j*8e X lh. do com m on. 4.56c %? lh; do W orces­ 
ter county choice. KK5120 X lh; do do com m on to 
good ''/rile X lh 
FKL IT, Iii Malaga Raisins th e dem and has been 
better. 
We quote th e sales at $2 7<h5 
for loose 
M uscatel, 8286(5 for l ondon layers: bulim ia at ll% o 
(cr12% c; Valencia, l l %ft*12%c. A frican Dates have 
sold at 0@8V9c X lh; Persian at 6 # 8 % e ; Para a t 
4 
.. .<• X ll.: French P runes have been -el ling at 
. 
c #? 
lh; T urkey Prunes at 7(5 — e X lh. 
C urrants have 
been sold at fl% o 6 % c A? th; 
C itron a t 13% ® 14c; 
Sm yrna Figs have beeu -old at hi* 16c X lh. 
p ea­ 
nuts have been til fair dem and al 8® to '.-.e ’■#? lh for 
folk. a - to quality. 
Lemons have been selling at $3 5) 
5#? box; O ranges have sold at $4# 6 60 X box. V alen­ 
cia < .ranges have been selling at #10/t 12 Ai case, as to 
size 24. 
GUNNY BAGGING,—T he m ark et lins been steady 
and prices have been I ii tho range of 8 % c for 1% lh, 
ami he for 2 lh average. 
HAY AND S TKA tv —The m ark et for Hay sustains 
a linn tone for cholee L ister., and N orthern. 
We 
quote sales of E astern and N orthern rholce coarse at 
820(521 A lton; good, 8165*18 X to n : fine, #15(ol7 X 
toil; poor, #12(514 X to r; Swale Hay, #95 1 0 X ton; 
cholee Rye Straw , #17 X to n : do com m on to good, |-16 
O ld A! ton ; Oat .Straw. #9 X ton. 
HEM P.—T h ere has been a quiet m ark et for Manila 
Hemp. Sales have been nom inally at I0% '510% i' yt 
th. 
Sisal Hemp has been in limit" dem and, and sales 
have oeen at h is® >%c $1 Ib. J u te B utts have been In 
fair dem and, with sales of paper and bagging grades 
at 26,a 5 Se KH lh. 
H IDES.— Mio m ark et for Hides has been dull aud 
(ho tendency is to easier rates. The sates Include dry 
Rio G ram le ox and cows, se# dam aged, part al 16% c 
cash, Invoice w eight, and part ut 6c X lh; M ontevbleo 
2 3% c; dry Concordia at 22c; dry G am bia on private 
term s. Texas Hides have sol/1 at 18//17Vac; div 
S outhern at 16% e; w et salted vtesioru, 2ik540 lbs av­ 
erage, ai 9c; anil w et salted T ennessee un private 
term s. In C alcutta H ides sales of Buffalo have been 
at 9% e. 
HOPS.—The dem and for Hops continues quite light. 
w ith no m ovem ents except iii sm all lots. Prices are 
unchanged. We quote sales ot good to prim o E astern, 
1881. at 24@26c X lb; do 1880,18@22c A? lh. 
INDIA RUBBER.—Prices have ranged from 7 2 c# 
81 “4 X It! 
INDIGO.—We quote sales of Indigo as follows; Kine 
i Bengal at #170/fi2; good consum ing grades at $1 50,iv 
1 I 70; ordinary at #1 20^.1 40; G uatem ala at $1 Kin) 
I 30. 
(RON —T here Is very little change in Pig Iron. Tho 
dem and has beeu m oderate, aud sales have been at 
2ii®28 A? ton, as to qu&lttv. for A m erican Pig, and 
Scotch Pig has ranged from #24 Oho 27 OO X ton. 
Bar 
Iron ha- beeu quiet and sales have been at #2 8 0 a 3 
X IOO lbs for refilled. 
A m erican Hbeet Iron has 
beeu selling at 4% @ 6 X lh for com m on, 6w6e for re­ 
fined. and 
8i/i(q>13o for galvanized Iron. 
A m eri­ 
can Steel Ralls nave been quiet, and sale* have been 
al 861 <*63 X ton. 
Iron Ralls are dull aud nom inal, 
w ith -ales at #45(548 X ton. 
i.EAD.— Pig Lead has been rath er u nlet, w ith sales 
a t 6((i6. ,c X lh; an a Lead Pipe at 7% c X th; Sheet 
Lead at 8c: Tln-Uned Pipe at 16c X lh; aud Block Tin 
Pipe at Soc X lh. Old Lead has been taken in ex ­ 
change for new a t 4-%c for solid and 4 % c for tea. 
LEATHER.—''There continues to he a steady dem aud 
fur Side Leather, and tho sales of Hem lock have been 
at 2K52£c X tb, as to quality and w eight. 
Union 
tai i ne'I Leal lier has been Iii fair dem and; sale- at 
34ys37V»c for backs, and 30,58 ice) lh for crop. Rough 
upper L eather has beeu In better dem and; 
sales 
have heeu at 22o27c; selected lots at th e la tte r rate; 
Rough ( alf Skins have sold at 45,560c. w ith some 
choice as bigha* 63c: aud finished Ualf a t 60.500c, a* 
to quality, and for th e different kinds of finished 
L eather have been in very fair dem and. 
LIME.—There have beeu sales of R ockland at #1 05 
Qt I IOX cask. 
LU M B ER.- W eg tv eth e follow ings* th e quotations: 
Clear Pine. Nos I aud ,2. #62(555; No 3. 4 z# 4 4 : 
No 4. 83K $3tt; No 5. #25.5,20. 
Coarse pine—No 
6 
816@ i7; 
refuse, 
# ...® .; 
shipping 
boards, 
#16(#17. Spruce -N os I an a 2. $14 00516TK); coarse 
and refuge, #8 u0</*1000. Hemlock boards—Planed. $1 
higher—Nos I aud 2, #11 60,512 Oo; 
retuse. # .. 
QI,... 
S outhern ptne— H ooting boards, Nos I an a 2, 
#3.',(f*...: ship stock, #20.530; dim ension factory, $27 
5*29: random cargoes, assorted, $22<(*24; refuse two- 
thirds price; black w alnut, #8n@106; one n y , #684*73: 
w hite wood. I lien, #28(536; do do ft,*, $25(Z27; oak, 
$ 10:546; ash, #384542. Clapboards—H eart pine, #30® 
60; saps, #26(546; spruce, #16(3)29: shingle-, #1 25 5) 
6 75: spruce laths.-#l 87(*2 OO; pine do, $2 00(32 26. 
The m ark et is firm for all kinds, a u d -ales have been 
at one Ranged prices. 
MALT.—We quote State, 2 row ed, at 8 i a i IO: do. 6 
row ed. 
I 1051 12; Canada West, 6 row ed, # i 20® 
1 2 5 : W estern, 85®90c. 
M APLE SUGAR AND SYRUP.—The m ark et is in 
an unsatisfactory condition tor Maple Sugar. Syrup 
moves slowly, and 7o@76c is the top price for choice. 
We quote th e sales ot new sugar in sm all cakes at 9 
@10c Al lb: do do. large cakes, 9<39%c X lh: do do in 
tnbs.7Vs<3'7V*cX fbi old In tubs,Co/7c X lb; new Svrup, 
X gal of lo Va'<* 11 lbs. 70®76c; do do In nulk, X gal 
10% It/s.60570c; do light w eight cans, 60@60e. 
MOLASSK*.—T here has been a fair dem and for 
Molasses. 
We quote sales of com m on to choice Porto 
Rico a t 42 5 63c X g a l; Barbadoes at 47® 48c X gal; 
Ctenfuego.s at30®£4te: and bolling grades. 60 test, at 
4<k54tc X gal 
New O rleans Molasses cont nut s In 
fair" dem and, w ith sales lu th e range of 65@75c X gal 
for com m .ii and cholee. 
NAILS.—We quote sales at #3 60 X keg to r lOd® 
60/IX keg. w ith the usual discount of IO X cent to 
the trad e. 
NAVAL STORES.—The m ark et continues unsettled 
for Spirits T urpentine, and sales have been at OO 
(3<>2c Af gal, but not over 57 //58c can now be obi iiu.-d. 
T ar .'(.ii'm iles quiet an d sales have been confined to 
sm all lots at fu ll prices. R osin anil P itch are iii mod- 
el ate dem and. w ith sales in sm all lots 
N ITRA TE OK SODA.—N itrate of Soda has been sell­ 
ing at 2% c X ft> 
OATS.—The dem and has been m oderate and prices 
3 6 4 c X bush than last w eek, cates of No I and ex tra 
w hite at 06ft*68c X oush; No 2 w hite at 62#03e X 
h u sh ; No 3 w hite at OozSfilc X b ush; aud No 2 m ixed 
and Canada a t 67®00c X bush. 
OIL..—Linseed Oil has been firm and dem and good 
at53@ .. c for W estern, and 65@.. .c for Calcutta. Lard 
Oil Ii s been l.rni hut Quiet, w ith tile sales of W st­ 
ern and Boston extra, 9<>®93c; and No I at 7D:a75c 
X gal. In Red Oil sales have beeu at 5fY®52%c for sa­ 
ponified and 6>)(562C for Elaine. 
Palm Oil has been 
snfii at 6% @ 7% eX lh Fish Oils have -old at full nrtees. 
X gal. Sperm and W hale Oils rem ain unchanged, w ith 
a steady sales. 
Boterol urn has been lit fair re- 
quesi. Sale* of refined have been at 0 % 3 7 Vjlc for 
116® 120 t. st, and high te st brand- at 11% ® 12c X s s '. 
bbls ex tra, 
('as/ o il ha- been selling ai 11® 12c X 
gal. tin s included. 
N aphtna has been selling at LO® 
l i e X gal. as to gravity. 
ONIONS.—The season to ro id native Onions, Is draw- 
lug to a close. Sale- of best offering a t $2 25®2 50 X 
bbl. 
B erm udas at $1 75 51 87 X crate. 
PEA S —The dem and for Peas has been m oderate at 
st. adv prices. 
We quote sal-8 of choice Canada at 
# 1 05@X IO; no com mon. 8 5395c; N orthern G reen 
Peas, $1 ‘Jo ® I 45; do W estern, #1 RO® I 05 X bush. 
P o l A LOE 
huiee Ruse continue in fair request, 
h u t Jac k s.ms and oth er w uite d o c k are dull and hard 
to sell. Scotch Potatoes sell fairly, Sales of Aroostook 
R esea t 81 15(31 2 0 X b u sh ; Maine C entral R o se,f t 15 
X b u lb ; .fm m e rn R ote. $1 IO ® 116 X bush; ^ 


Jackson* at 7% *«nc X bush; "Prolific*. Cl 0 0 « ... 
X h u sh . Peerless 95< ®81 “0 X?>n*h: seedling* #100 
© I MIX b u -h ; Che nan go es... ft* 
c X b u s b ; Rtirhanit 
N eedling*, #tO«(n I (XI 
bush; English and Scotch . 
eoftrTOc x bush 
POULTRY AND G A M E .-T h e m ark et for P oultry 
Is rath er quiet and price* are w eaker. T here I* very 
m ile doing In Game. and we quote th e sale* oif 
W estern Turkey*. 17'31-c: com m on to fair, loft* 10c; 
cholee Chicken*. 15.317c; common to good, I3(315c; 
mixed Chickens and Fowl. 12514c 
We note safes of 
choice N orthern T urkeys. 17 5 i8c; com m on to good, 
12515c: choice chickens, 145116c: C hickens and 
Fowl. 11313c; choice h eavy Geese. 123i4o, X IN; 
com m on to good, 8(31 Ic. Duck*. 16.818c X lb: Mal 
lard and Black Ducks, ...Of .c Kl pr; G rouse, in good 
order, #I® 1 ID X p r; W ild Pigeons, $2 00z*2 26 X 
doz. 
PROV IsIg N # .—There ha* been a firm m ark et for 
Pork. We quote th e sa’e* of ex tra prim e a t #15 6 0 5 
I ll /s ix bbl; m ess at $19 OO'/ lo 25 X bbl. Boston 
Pork I- In good dem and, with sale* of lean ends af $21 
(5/21 3o; long cur clear at $22 00522 50 X bbl: -b o rt 
cut cl ar at #22 60 523 X bid; back- at #23 00 3 2 3 60 
X bttl. 
B eef ha* Peen In fair dem and w ith sales of 
ex tra plate and fam ily at #16316 X bbl 
No W estern 
m e— or ex tra m ess off ering, .smoked Hams are firm 
at 12% 313e X th f/>r Boston, and som e ex tra W estern 
com m a d 13% c X fb. Lard is quiet, w ith sates at I Ivy 
® I2% c X lh. 
HU E.—T here ha* been a good dem and for R i c e and 
prices are firm 
We quote -ales of Carolina at 6®8% a 
X IN. Louisiana at 6(38% c X th; Rangoon at 6 % 3 5 ' go 
X lh. 
RYE.—The m ark et rem ain* qute.t an d sales nave 
been c..uffned to sm all lots a t Si Ar bush. 
BALT.— Stocks of all kin d - axe sm all and the m ar­ 
k et Is very firm , a* freight* are high and shipm ent* 
on the way are fight, 
bale* of Cadi.: and Trapani 
In Jobbing lot* s t $2 X b h d , in bond. 
Turk* Island is 
firm at #2 10:32 20 X hhd. dutv paid. Liverpool la 
quiet at $1 6(m3I 6 2' 4. 
SA L TPETR E .—T he m a rk e t continues quiet, w ith 
sale* at ,-i%:3 6% r X IN. 
NEEDS.—C alcutta Linseed has beet) du ll, sal-* havq 
he ii nom inally a t $2 0f>vr2 IO *? hush. 
W estern 
Flaxseed is firm ; sales have been at 81 47(51 50 X 
bush. 
SPICES.—T here ha* been t q u iet m ark et, and sales 
h a v e been at unchanged price-. 
SPIR IT S.—Foreign Spirit* have neon In good de­ 
m and and prices are firm . 
Domestic S tin ts have 
Peen in fair request 
New England Rum ha* been 
selling at St 45 31 56 X gal for new . and SI 60 (35 X 
gal for old. as to quality. 
STARCH.—We quote th e following a* th e cu rren t 
prices: Potato. 6 ./6 1 ic; Corn. 4.®4%c; choice do, 4 ‘. 
Woe: W heat, 7i38c iff th. 
SI (I AK. 
The m arket has been quiet for raw Sugar* 
and prices are easier 
We quote fair to good refining 
at 73 s.37' -je. Refined Sugar* have been rath- ru u ie t. 
We quote Hie - a le - of cuties at 10% o; pow dered a t 
IO '4c; 
granulated at 9 % e; co n fectioners’ A. » % e ; 
standard A. 9 % c: ex tra yellow (', 8% e. yellow C, 
8% c: golden yellow C 7 % e X lb. 
SUMAC.—We quote sm all sales of sicily at #74'# 
76 OO X ton 
A m erican Sum ac ha* laten Yelling a t 
$42 50345 X ton. 
TALLOW .—W e quote -ale* of rendered at 8 3 
a 
?i th 
G rease ha* been selfing at 6 % ''6 % c X IN. a* to 
quality 
TEAS.—We quote tho sale* of G unpow der at 20 
ftfit/eX IN ; Im perial, 20 345e X IN; H y-on, 17.5 36c X 
lh; Young H yson. 15'/4 '<■ X lh. T w ankav. 13325 XIN; 
livsonS kin. 13®26c X IN; Congou. 13® 55c V lh; Sou­ 
chong, |8<A65o X IP; Oolong. IO356c x th, Japan*. 20 
'(134-. X lh 
T here ha* been a m oderato Jobbing trad e 
at unchanged prices. 
TIN . -We q uote tho U te* of S traits at 22% ,323c X 
lh. and English at 28c x lh- 
TIN PLA TES.—‘T here na* been a fair Jobhm g d e­ 
m and. and sales have been at $5 26(38 OO X box, as 
rto quality. 
WOOL.—T ransactions co ntinue to show a good av er­ 
age, but prices are low and unsatisfactory. Sale* of 
Ohio and P ennsylvania fleece* have been at 43 n 44c 
to r X and XX fleeces, hu t largely In lite range of 41 r) 
42c. 
Pulled Wool* are In b etter d em an d ; bc-t E ast­ 
ern and M aine supers have -id.! at 46,548c, ai d e*■ lu­ 
men and good super* at 26® 42c X IN. lu ex tra pithed 
sales have been a t 39®42c X IN. 


U K W Y O U K . 
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S a t u r d a y , April 29. 
FLOUR AND M EAL—W ere firm but quiet 
w e 
quote- Flour—No 2. #3 50/f4 IO for w inter, aud 83 /# 
3 66 for spring, superfine. 84 "6 IO; com m on extra 
M innesota. #5 1035 65; clear, #6 77/.u8; W estern w in­ 
te r shipping extras. 85 36 60; do AX aud XXX. #5 HO 
(ji8; patents, $7 76 59 26; city m ill ex tras. 8" 85 3) 
7 20; S outhern bakers and fam ily brand.-, #6 p i g # 
8 50; S outhern shipping ex tras. #6 25.36 86. 
Rye 
flour—Superfine, #4 tiio/ft 16. 
C ornm eal—W estern, 
etc, 84 25(34 50; Brandyw ine $4 503 4 OO. Rye teed. 
#28.(29; w heat feed, $28329 for coarse and #30,532 
lur fine. 
GRAIN.—W heat was q u iet; prices early advanced 
%(3!%c. b u t afterw ard th e re w as some reactio n ; sales 
on tnt* spot, 70,000 bush al El 06,a1 48 for red, includ­ 
ing No 2 at ii 4 7 E 4 • / I 47% . and 81 41 1 I 43 tor 
w hite, including No I at #1 42% lu elev ato r; ot op­ 
tions, sal. * 941 IWO bush No 2 r-'d at 81 4 7' 4 5 1 40 
Tor May. 81 47% /iT 47% for .lune. 81 3 2 "1 33 for 
Ju ly , and t i 2 3 % ® l 24% for Au 'list. 
Malt quiet 
and unchanged. 
Barley sn o u t stea.iv at 81 17 for Nu 
1 bright, but q uiet. 
Rye q u iet; 80OO bush C anada to 
arrive on Monday sold At 94% e. Oats « ere lower on 
spot but higher for fu tu re ; sale-, 336,000 bush at (IO® 
02c f%>r m ixed, and n o o d le tor w hite, including No 3 
at lite for m ixed, and 8 1 % 362c for w hite; also No 
2 mixed ai 6 9(W «0l% c for May, 57%@ia7%e for 
.lune. and 66:% (r56c for Ju ly . Corn was m oderately 
active at an early advance of Ro 2c, followed by 
some depression: sales on the spot 120,000 bush, in ­ 
cluding No 2 mixed at 83(r£841 *c, til elevator and de­ 
livered; ungraded do at T8® 83% o; No 3 do at 82 o> 
82% c ; No 2 w hile, «i)e; of options. 1.232.OOO bush 
No 2 mixed at 81% c for M ay, 81 % c for Ju n e . 81c tor 
J u ly .and 81% c lur A ugust. 
Af (cr'ch an g e No 2 red 
w heat closed easier at #1 47% for cash and May aud 
Ju n e, 81 321, j for Ju ly , aud #1 24 for A ugust. Corn 
weak al 81o for May aud Ju n e. S ic for July, aud 
81 %c for A ugust. No 2 m ixed oats. 59% c for May. 
COTTON.—Spot* u n ch an g ed ; -ales 803 bales; m id­ 
dling uplands, 
12%<'; do 
G ulfs. l 2 % c. 
F utu res 
< lo-ed 2.//4 point* low er aud dull at 12.23c for Slav, 
12.36c for Ju n e, 12.48c to r J u ly . 12.66c tor A ugust, 
12 23c for .September. 11.63c for O ctober, 11.44c for 
Novem ber, and 1145c for D ecem ber, and 11.60 for 
Jan u ary ; sales. 37.900 bales. 
R eceipts at tho i>orts 
this d iv. 4338 bale*. 
PROVISIONS.—Pork was steady and quiet; sale* on 
tb e s I Kit, IOO (ibis. old m ess. 817 76; new no, j-IH 25; 
May. #18 I 318 20; Ju n e, 818 26(a) 18 40 bld and 
asked. 
Bacon brin at 10% ,a/1 Ic tor long d ea r. 
Cut 
m eats firm, and sell fairly at 13’n Ut Vie for pickled 
ham s. 9% e for do shoulder*. 14c for sm oked-bam s, 
aud 0% of 10c for do shoulders. 
Beet and beef ham s 
quiet. 
Lard higher, III sym pathy w ith th e W estern 
m ark ets; sales on th e -pot, Olio tierce-, including 
prim e city. l l 30(®11 32% o; aud do W estern. 11.46c, 
d o -in g 1 1 4 7 % c. refined to th e C ontinent, ll Soc; for 
fu tu re delivery, sales, 230 0 0 tierces. Including May. 
11.40(311 4.5c; 
Ju n e. I l.4 6 ® li.6 0 o ; 
Ju ly , 
11.55.9 
11.00c; A ugust. 11.805 l l 05c; S eptem ber, 11.67% 
(® ll.75o; and seller year, 11.32% a 11.35c. 
D ressed 
hogs firm ut O-Vm®0%c. B u tter firm ; .state half firkins, 
23(5>28c; YVelsliriib .22(u27e; W estern cream ery, 23 
(5 33c; dairy, 18526c; factory, 1 8 333c. Cheese dull; 
new State facto ry ,9% " 13c; cream ery skim*, 2® 6' 4c; 
old Slate factory, 9i//l3E ic; W estern. 8 5 12c. 
Egg* 
easier; near by, I8 e lh % c ; W estern, lie"; Southern. 
10® 10% c; o thers. 16® 16Vac. 
GROCERIES.— Bio codec w as anil and unchanged: 
sales. 6(>o huus on private term s, and 250 hags for 
May at 7.30c; mild grades quiet. 
Rice aud np.lasse* 
quiet and unchanged. 
Raw sugar wa* firm I 1*1' for 
fair refining; 85“ hhus centrifugal sobl a t 8Vs ’8i> *c; 
refined m ore active; 9 . g<®lOVw: for hards; am i 9 ' p » 
|pl/gc f..r -tail.lard “ A.” 
MCNURLEN.—Rosin* steady and (inlet, a t #2 47% 
for good strain ed ; spirits tu rp en tin e, sold to arrive 
on 
M onday, 
a t 
80c; 
offered 
for 
n ex t 
w eek 
at 57% . 
Refined 
petroleum 
for 
exp o rt 
dull 
and low er a t 7V ie; hom e trad e lots at 8% e; Crude 
certificates low er at 76;i *a7 5 c, closing at 75i/i75' -c; 
Ju n e, 77% c; Ju ly . 77% e; 
A ugust, 81% c “Tallow 
m oderately active at 7 C's® 8c. Ntearine quiet al I l% c. 
Linseed oil steady at 69500c; -ales 1800 bbls State a t 
60 q 6O%c. Prim e lard oll,90(q91c. C rude m enhaden 
oil. 4Uc.; sales Too bbls. 
Hops are steady, though 
quiet aud w ithout advances. 
Hay firm ; prim e tim ­ 
othy, 9 0 c 5 # l; -hipping grades, 
65<370e. 
Ocean 
freights firm for berth room and q u ie t; petroleum 
vessels In dem and; grain to Liverpool, by steam , 
quoted l% d , cotton. V»d; flour, 2s 611.5 6 s; bacon, 7s. 
6d(®10s; cheese. 
10s; refined 
petroleum to Ant­ 
w erp, 2s 0d; do to .H am burgj2s 8U; n ap h th a to Lon­ 
don, 3s. 


G L O U C E ST E R F IS H SI A R R E T . 


(Special C orrespondence of The Munday G lobe.I 
GLorcKrtTK.R. April 29—[For th e w eek past.]—T hera 
have been 29 arrivals from George*, w ith about 300.- 
000 pounds codfish and I 8 .OO0 pounds halibut; KT 
from W(ostern Banks, w ith about 7OO.OOO pound* cod­ 
fish and 16.000 pound* h alib u t; 7 from th e B anks, 
w ithout about 210,000 pounds halibut, am i 4 of tho 
haddock fleet, with 60.00O pound* haddock. 
Whole 
num ber of arrival*, 60. 
T otal receipts, 1,000.000 
pounds codfish. 243.000 pounds halibut, and 00,000 
pounds baddock. The Georges fleet are arriving w ith 
sm all fares, w hich is not u n ex p ected .as the catch usu 
ally falls off a t tn is season of th e year. 
The receipts 
of W estern Bank Codfish are quite liberal, and th e 
vessels engaged In this branch of th e fisheries are 
m aking sh o rter trips th a n have been m ade In pre­ 
vious t ear*. T rade Is not v eiy brisk at present, but 
th e re seem s to be no accum ulation of st ck on th e 
m ark et. 
We quote tile m ark et as follow s: 
Large 
George's Cod. #6 0U®6 75 X q tl; m edium , #4 50 X q tl; 
large B ank. 84 75®5 OO X q tl; m edium . 84 OO X qtl ; 
large Shore, #0 25/(5 SOX q tl; m edium , $4 60 X q tl; 
Pollock. 8? 76 X a tt; H addock. #3 37% ® S 50 X q tl. 
No C tiskor H ake on tile m ark et. F resh H alibut— Last 
sales at 9c X th for w hite, and 7c X lh for gray. 
M ar­ 
k et fish—S teak Cod. 8260 X to o th s; 
n n rk e t Cod. 
$1 50 X IOO tbs; 
H addock. #1 OO X IOO tbs. 
M ack­ 
erel—No 
I, 
#20 
X 
bbl; 
No 
2. 812 
X bbl. 
H alibut Head*, $3 X bbl; H alibut Flus. $8 X bbl; 
Flus aud Napes. #4 26 X bbl; Cod Longues. 88 X bbl; 
Tongues am i .wounds, $ 11 X bbl: Pickled H addock, 
$3 25 X bbl; Pickled Codfish. #5 X b b l; > w ordsfish. 
86(7*7 X bbl; round Shore H erring, 84 50 X Bbl; split. 
I-abraaor H erring, $0 X hl,l' scaled H erring, 25c X 
b'.x; No I H erring, 18c X box; sm oked H alibut, lo ® 
l i e X ?h: boneless and preparedfish.3% (® Sc X lh; dry 
Hake Sounds. 66c X lh; d ry Cod Mound*. 3* c X lh. 
Fish Oils —T an n ers’ oil, 38 540 c X Bal; M edicinal OU. 
70c X gal; Porgle Oil, 34c X tu l; End P ressings, So X 
th; Burgle Pressings. 4c X lb: w inter pressed to il 
L iveroll. 81 X)0*l: fresh Liver-. 40c X b u ck e t; fish 
Scrap, #16 X iou; Fish S kin*.$14 SO X ton. 


L IV E STOCK. M A R K E T S . 


I t cig h Io n a n d W a t e r t o w n M a r k e t s . 
A rrivals of live stock at B righton am i W atertow n 
for the w eek ending Friday. A pril 29. 1882; 
W estern cattle. 1050; E astern cattle. 265; N orthern 
cattle. 616. T otal. 1877. 
W estern sheep and lam bs. 9200; N orthern sheep 
and lam bs, 2397; E astern sheep a a a lam bs. —. Total, 
11.597. 
Swine, 13.624. Veals, 1441. 
H orses, 147. 
P R I C E S OF BEEK CATTLE P E R IOO LBS. L IV E WEIGHT. 
E x tra q u ality ....................... 
#7 37% . 18 OO 
F irst q u ality ................................................ 0 76 
>7 7 25 
Second q u a lity 
6 PO 
.06 62% 
T hird q u a lity .............................................. 6 25 
(®5 87% 
P oorest g rad e of coarse oxen. e tc ..... 3 76 
®6 12% 
p r i c e s o p h i d e s A n d t a l l o w . 
B rigb.hides.— 
(88% X lh 
Calfskin* X 1$ 12 ® 12% c 
B rlgli.tallow 6%(8>6% '#1 lh 
sh eepskins e e h ll 0 0 /il 75 
C ountry hds— 
® 7 
X th 
Lam bskins <ech)l 00®1 75 
C ountry ta i.— 
@5 
X th 
Prices of beef cattle. X IOO pounds, dressed w eight, 
$5® IL 


H ir e s ’ I m p r o v e d R o o t B eer* 
lions of a delicious, stiengthcn- 
.Id by Druggists, or sent to any 
Package Roots. 
Makes 5 gallons of a delicious, stiengthcn 
inc and wholesome Drink. Sold by Druggists, or sent to ar- 
address on receipt of Ii.Nota.' Address 
CHARLES E. HIRES, ak N. Del. Ave.. Philadelphia. Pa. 
26twy 


ran ted heat sold; 40 n ew .n o 2 alike Cfirom4 
V isiting Card-., nam e on. 10c. 
Ageuts 
w auted. L. Jo u es JC Co., N assau. NUV 
wyAt a p i i 


I A l t P O P U L A R M O N O S, no tw o alike, foi 
J . U U IO cts. H. J. W EHM AN. 60 C hatham st , N Y. 
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AT GETTYSBURG. 


Lougstreets 
Onslaught 
Second Day. 
the 


4 Struggle Between Savages iii 
the Peach Orchard. • 


M a k in g 
R e a d y fo r th e 
M orrow 
U n d er th e S tars of N ig h t. 


[Detroit Free Pre**.] 
it was daybreak of th e 2d of July, 1863. On 
th e bille—id the Taller*—spread over field*—hid­ 
den in the wood* around Gettysburg; were 200,000 
m en m aking ready for a terrible battle. 
In the gray of m orning one could bear the chirp 
of birda in the orchard* and the lowing of cattie 
in th e pasture*. 
It was a glorious m orning. 
The 
«ky was w ithout a cloud, and a lich t breeze riffled 
acrose the w heat-fields and rustled the leaves of 
th e Apple trees. A hundred thousand men were 
aw ake and m oring before there wa* a flush in the 
E ast. 
W hen the sun showed his fa c t to the world 
it looked down upon (two arm ies ready to begin 
th e ir bloody work. 
Hill and Ewell were th ere the day before—Long- 
stre et and I-ee bad com e up after m idnight— 
H ow ard wa* th ere—Doubled ay was ready for 
ano th er 
b attle—H ancock was ordering more 
artillery to the defence of Cem etery Kidge. The 
Fecond, F ifth and S ix th Corps were com ing up, 
some of the brigades in the first on the double 
quick, and the m usic of hand* and the tap of 
drum s were beard everyw here. Sedgwick and hit 
S ixth m ust m arch th irty mile* to reach the field, 
b u t they were hurrying up, determ ined to be 
counted in when the fight was hottest. 
From daybreak to 8 o'clock one stan d in g on 
Hound Top could see regim ents, brigades ana 
divisions m oving in every direction. 
Gun* were 
eiowlv brought into position, gaps filled, am m u­ 
nition brought up. 
T h e F e d e ra l b i l e s W e r e Slowly Fashed 
O at 
nn til they reached a fro n t of five miles, and Lee 
m ust push oat his lines to cover the sam e front. 
Follow ing the bill* and key-polnts th e Federal 
Hues bent alm ost in th e shape of a horse-shoe. 
Lee could not conform to this, but bis lines de­ 
scribed a crescent, w ith bis choicest troops and 
Lest guns a t points m ost exposed. 
Slocum 's 
Tw elfth corps was opposite Ewen, Howard was 
opposite Hill, Sickles was opposite Longstreet. 
M eade reported to th e com m ittee on th e conduct 
ct the w ar th at ho hart between 95,000 and 100,- 
OOO men on the field of G ettysburg. 
Leo’s report 
placed ins fighting force a t 62,000 m en. Davis 
says these figures w ere exact. C onfederate re­ 
p o rts now in the archives of the governm ent give 
th e force a t 60,000. C onfederate reports say Lee 
le tt V irginia w itn less th an 70,000 m en, and de­ 
d uctin g for cavalry off on raid*, guaids, details 
and stragglers, they in sist th at he could not have 
bad over 65,000 m en on the held th a t day. 
At 9 o’clock in the m orning the wuole of the 
F ederal arm y was in position except Sedgw ick’s 
corps, th e bead of which was yet fifteen miles 
away, and the Fiftn Corns, which had a m arch of 
ten. 
Then the rum ble of cannon wheels and the 
tram p of men was hushed. 
Ten o'clock came and silence continued. 
A t l l o’clock m ost of the men were lying down 
in line. 
Aides and orderlies rushed here and 
there, but not a m usket broke the stillness. 
I t W as Aooo by the Clock! is the H o m e s of 
G ettysburg, 
and yet there bad been no advance. T hat w ait­ 
ing m eant much. Lee had seen th a t the F ederal 
position t i l well-m gn im pregnable 
M eade bad 
seen th a t th e C onfederate position was scarcely 
interior. 
If M eade moved out to attack , Lee had 
tho advantage. 
It L* e moved out be m ust be de­ 
feated. 
stau d today w here Ho ward held the 
centre th a i m orning, and you will affirm th a t 
assertion. 
Meade was w aiting for Lee to attack 
—Lee was w aiting for Meade. T hat was why tile 
hours slipped past an a the clocks stru ck again 
and again. 
Every bour was a loss to Lee. Two 
Federal corps had sw ung into position since sun- 
ri*e. 
Every hour was a gain to M eade. Sedgw ick 
and Sykes were com ing up, aud every regim ent 
in both corps was a stonew all. 
C onfederate m ilitary w riters say th a t Lee in ­ 
tended to attack a t sunrise. Indeoa. bls orders 
for such a m ovem ent are ou record. 
He had real­ 
ized th a t Round Top was the Key of the whole 
field, aud Longstreet was ordered to muss aud a t­ 
tack. 
Tile rising sun was to be bis sig n al, and 
bad he hurled his corps against th a t bill a t th a t 
early bour he m ust have captured it. 
H ut som e­ 
body blundered—orders m iscarried, or w ere not 
understood, and instead of attack in g a t su n rise, 
L ongstreet was not ready at noon. 
The clocks have struck I, 2, 3, yet M eade is n o t 
hurried to leave his strong position and dash h is 
troops across the open fields against Lee. 
It is a 
wise decision. If th ere is anything hum ane In 
w ar it is a hum ane decision. Lee m ust a tta c k . 
I t is too late now to retreat. 
H a 1*1 it ii ural fu r a B a ttle in P e n m y l vanln, 
and ft is ready for him . 
A t 3.30 o’clock, ju st as 
th e first regim ent of Sykes' corps comes lim ping 
up, a move is seen all along th e C onfederate 
front, and every F ederal springs to his feet. 
There is to be an a ttack all along th e Federal 
front, but the real m ovem ent is ag ain st Sickles, 
who has throw n a p a rt of his force out in tro u t of 
Hound Top as a fu rth er precaution against a 
sudden surprise. 
Boom! The voice of th a t single can n o n had 
scarcely echoed across the fields when th ere cam e 
a crash of artillery which made the hilltops shak^. 
One could couut the explosions at first, but atte’r 
three or four m inutes individual sounds w ere 
merged into one trem endous crash which heaven’s 
thunderbolts never equalled. 
Hill th u n d ered — 
Eweil th u n d ered —L ougstreet m ade the earth rock 
under the wheels of his cannon as he paved the 
way for a dash a t sickles and over nickles to 
H ound Top. U nder cover of th e sm oke bis lines 
are form ing. 
Hood places him self a t the head of 
one division, McLaws at the head of another. 
A t 
4 o’clock the fire of artillery ceases and the col­ 
um ns move out. 
Meade knew w hat was com ing. He knew where 
the heaviest blows would tall, and be was confer­ 
ring personally w ith Sickles when the cannonad­ 
ing began. 
He had th irty m inutes to prepare for 
the in fan try attack , and be lost not a m oment. 
The artillery fire was appalling, and from the 
C onfederate position it seemed as if the ground in 
fro n t of the R ound Top m ust be sw ept clear. B ut 
it was not. 
T h e Federal* T o o k Cover lo the K av ln ei 
and behind the ridges, and were neith er dem ora­ 
lized nor badly out up. 
They were ready in line 
when the gray m asses moved out. The in stan t 
the C onfederates m oved out, every Federal gun 
which could be brought to bear. was turned upon 
them , anil Sickles braced him self for the shock. 
There wa* no halting by the C onfederates—no 
giving way by the Federals; 20,000 men moved 
as one—a m ighty battering-ram faced with steel. 
A living wall of 20,000 men stood firm to receive 
the blow. 
A rush, a cheer, aud the shock comes. 
F or th e n ex t ten m inutes od th at mile and a half 
of fro n t men used the bayonet. 
Lines were 
broken, and blue and gray were m ixed iu a mob. 
1'heD the im petus ut the Confederate wave began 
to tell, and Sickles was pressed slowly back. 
He 
would not retreat, but be could be pushed off his 
feet by the greater force. 
As tic k le s’ lines are gradually pushed back over 
the broken ground, three or four brigades cut 
loose from Sykes aud come to bis assistance. The 
new lines I or rn across a meadow—over a bigbwav 
—under the peach trees, and stretch out toward 
the pines at the base of Round fop. They are 
going to stop the advance of McLaws rig h t there, 
but it will require some terrible fighting to do it. 
Every man In L ongstreet’s corps kuew th a t Pi gain 
th a t hill was to gain a victory over Meade’s whole 
arm y, and they cheered as they rushed upon the 
F ederal bayonets. Every Federal likew ise real­ 
ized the im portance of the position and 
H e n Bled la T h e ir T ra c k s Sooner T h a n 
Yield the Ground. 
A gain and again McLaws gathered hts Texan* 
In band and threw them at this or th a t point, but 
be m et a firm line everyw here. 
In the peach 
orchard the fight was a struggle between savages. 
The Texans charged there as many as five tim es 
before they got a foothold. 
How anyone ever 
lived under th at te m p le Federal fire is one of 
th e m ysteries of war. 
It was one continuous 
crash of m usketry, so coolly delivered th a t 
every m an wa* a largUt. 
Leach tre e s as largo 
as a m an’s leg were cut down by bullets, aud 
rocks in the line of th a t fire were m arked hun­ 
dreds of tim es. 
Five o’clock found th e struggle 
grow ing fiercer. 
At 6 o’clock it was terrific. 
A t sundow n the f.'onfederates had slowly pushed 
(sickles back until he had to be again reinforced 
to hold his ground. I wo thousand dead men were 
lying between Sem inary Ridge and Sickles’ lines 
w hen th e star* cam e out and the clash of war 
died away in sullen growls. 
Sickles had been 
w ounded, aud the s ill had drank deeply of some 
of the bent blood rn his corps. 
Hood aud his Texans had charged directly at 
R ound lo p , and the first rush alm ost carried it. 
H e had no skirm ishers lo lead the way, hu t 
charged in solid lines with cheers which were 
heard above the roar of artillery. 
There ahould 
have been a fe d e ra l division on th a t hill, 
'I bere 
was not a full regim ent there. 
The Federal Hue 
should have rested Its flank on the slope as it 
stretch ed away across the peach orchard. 
That 
bauk was a hundred rods away, leaving a gap 
through which 
W h o le B rigades B a sh e d W ith o u t Meeting 
a Foe. 
The gray wave Is at th e base of Hound Top when 
th e few F ederals a t the sum m it open fire, aud 
reinforcem ent* are hurried forw ard. 
A rtillery 
can be used up th ere, but men m ust drag the 
guns up by band. 
In a wild, frenzied mob, lines 
broken and officers and men m ingled, the Texans 
sw arm up the slope and rally at its crest. They 
are too la te ’ Ti.ey have read ied the crest o*f 
R ound Top; but can they hold it? 
a a the C onfederates rush up oue side the F ed­ 
erals are clim bing t t e other. 
They m eet a t the 
crest, and th a t was the bell spot of G ettysburg. 
L ines do not advance, but mobs of men sway back 
and forth over the rocks and through the thickets, 
Afb win'Si Sd .am in s gad kneading bided. Ho pris­ 


oner* were taken there. 
W hen 
these mobs 
swaved upon and into each other, m uskets blazed, 
steel flashed, and the frenzied living tram pled 
over the gory dead. 
Men who w ere pierced w ith 
the bayonet drew the stock of the m usket from 
th e enem v's grasp, and died try in g to draw the 
horrible weapon from the gaping w ound. There 
were dead there who hart th eir skull* beaten in— 
th ere were wounded there who had been knocked 
senseless by stones and rocks. 
For forty m inutes this bloody stru g g le surged 
to and fro over the crest, and then tho C onfeder­ 
ate? began to give way. The F ederals advanced 
w ith renewed enthusiasm , and H ood’s division 
was soon hurled into the fields below, shattered 
Arri broken, but stubbornly stick in g to the ad­ 
vance position. F ate Had scored an o th er m arch 
ag ain st Lee. 
Hill Could H ave T a k e n R o a n d T o p on Ik e 
First B a r 
w ithout seeing a blue coat. 
L ongstreet could 
have carried it on the m orning of tho second day 
w ithout th e loss of IOO men. 
Hood won it in the 
evening a t a fearful cost, hut he could no t hold 
it. 
The C onfederate centre, under H ill, bad 
moved up slowly and cautiously. It was a grand 
advance of regim ents and brigades, which moved 
w ith flying banner*, flashing steel and peals of 
artillery. 
The F irst, Eleventh and Tw elfth Corps 
w ere tis feel the shock of the assault, b u t the 
g reat blow was to be struck at the Eleventh. 
From the m om ent Hill left his position he was 
under the Federal artillery fire. Shot and shell 
tore th rough brigades un til all order was lost 
in 
a wild 
rush to 
get 
out 
of the 
lino 
of 
th e 
tire, 
bu t 
the 
advance 
could not 
be 
checked. 
lf 
he 
could 
prevent 
the 
centre from reinforcing Sickles, Longstreet m ight 
win. This was his object, and he did not mean a 
hot fight, but once the troops got under Are they 
could not he held back. All along the centra was 
a steady sheet of flame, and a continuous thun­ 
der, bu t H ill battered in vain. 
W here one por­ 
tion of bis lines gained ground another portion 
lost, and as n ig h t fell he Had secured no advan­ 
tage and had lost a thousand men. 
F.wel), holding the C onfederate left, opposite 
the Federal right, had more cover for his assault­ 
in g colum ns, aud attacked with a grim determ ina­ 
tion to win. 
He m eant all the tight be could get, 
and he got plenty. 
For the first hour every ad­ 
vance received a bloody check. 
From 5 to 6 he 
gained ground. 
From 6 to 7 the breastw orks 
hastily throw n up by the Federals w ere captured 
and recaptured three or four tim es, and 
Regiment* Mtoort F p and B ellvered Volleys 
a t E ach O ther 
w ith lees th an 300 feet betw een them . They are 
fighting as the ann goes dow n—as darkness comes 
on—as th e harvest moon throw s its w hite light 
over field, highw ay and forest. Ewell could not 
push the Federal lines fu rth er, b u t he could hold 
hts own. 
W hen the fight ceased he was firing, 
p lanted w here the blue lines stood six hours 
before. 
L ongstreet had won ground, even though be 
had lost Round Top. 
Hill had won nothing, but 
bad been nelrt in check. 
Ewell had won and beld 
his ground. W as this sufficient to encourage the 
60,000 to renew the attack Dext day against the 
95,000? Each corps com m ander th o u g h t it was, 
and Lee was of the sam e opinion, 
lie could fall 
back, or he could move by the flank, bu t he would 
do neither. On th e m orrow he would carry his 
banners over Cem etery Ridge. 
Sickles had lost ground on th e left, and the 
Federal rig h t had been driven, but Meade had 
saved Round Top, and 8vkea and Sedgwick were 
up and in position, 
L ongstreet had done his 
best; Ewell had uone dis best, and Hill had b at­ 
tered at the ceutre in vain. M eade was encour­ 
aged, even enthusiastic. 
Few men slept th a t night. 
The pickets throw n 
forw ard were in some places no t over 200 feet 
apart. 
Meade m ust shorten bis line to remove 
tho salient or horse-shoe. Lee m ust shorten bis 
fc r the work of .the morrow. 
On eith er side 
brigades were changing positions and artillery 
m oving from m idnight lo dawn. 
Ew ell m ust be 
driven back. U nder cover of darkness tbe Federal 
com m ander massed a corps in position to strike 
bim as soon as daylight cam e. 
There were 
wounded men who had been on tbe field tw o days, 
and the bodies of tbe dead had a horrible look, 
b u t the living could not succor th e one or give 
burial to the other. 
The morrow was to usher in 
such terrific fighting as the world had never seen. 


L E G E N D A R Y F L O W E R S. 


T h e R om ance of E ngland’s Rose and I r e ­ 
la n d ’s Shamrock, 
[Demorest’* Magazine.I 
In the year of 1450, a few noblemen were dis­ 
cussing together tbe rival claim s of those who as­ 
serted th eir rig h t to tb e throne of England, and 
to avoid interruption adjourned to the Temple 
G ardens. 
Scarcely, however, had they arrived 
when 
they 
perceived 
com ing 
tow ard 
them 
R ichard, Duke of York, and a t once th eir con­ 
versation ceased. 
R ichard 
begged to kuow 
of w hat they had been speaking so eagerly, and 
also how m any of them believed him to 
be 
th eir rightful king. Still they were silent, botn 
lrom policy aud politeness. 
Presently R ichard 
said: 
“ lf you are relu ctan t to give m e your 
opinion in words, why not give me a sign? 
Let 
D,y friends lollow my exam plo and pull a 
w hite rose.” Earls Som erset and Suffolk de­ 
clared tor the reigning king — H enry of L an­ 
caster; Som erset proposing th a t the friends of 
H enry should gather a red rose. Earl W arw ick, 
by gathering the w hite rose, declared for the 
house of York. 
“ B ut,” said V ernon, a friend of 
Richard, “ before gathering more roses we ought 
to agree th a t w hichever party has the greatest 
num ber wins the day.” A greed to by all. This, 
nevertheless, led 
to 
violent 
excitem ent and 
threats, aud tbe party separated to make known 
to th eir friends the badges of tho houses of York 
and Lancaster. 
N otw ithstanding reconciliation,once thought to 
have been salely effected betw een the rival fac­ 
tions, w ar again broke out and raged for many 
years; and it was no t until the m arriage of H enry 
V II. of L ancaster and E lizabeth of York united 
tho two houses th a t the nation had peace. 
The 
roses, then blended, becam e the national flower of 
England, em blazoned on her arm s and on the coin 
of tbe realm . 
“Let merry England proudly rear 
Her blended roses; bought so dear.” 
Says Sir W alter Scott: 
Chosen leaf 
Of nard aud chief, 
Old Eriu's native Shamrock.” 
N ext claim our atten tio n the w hite clover and 
th e oxalis (the wood sorrel), both having been 
claim ed as the ancient sham rock; bu t the decis­ 
ion seems to have been iii favor of tbe oxalis as 
the plant of St. P atrick, the apostle of Ireland. 
I he son of a priest iii N orth B ritain, he was stolen 
by pirates and carried to Ireland a t tim age of IG, 
w here he was sold as a slave and endured great 
hardships tor six years. 
At the end of th a t tim e 
he fortunately found a piece of gold while 
ploughing in a field, and w ith it he purchased his 
freedom , 
He tnen hastened home to his parents, 
who were ovet joyed to see him. B ut his stay in tho 
strange land had inspired bim w ith profound 
pity for a poor people w ithout tho gospel, and 
he longed to preach it to them . U rged by au in­ 
w ard voice, and fu rth er inspired ny a dream , in 
which be saw a m an from Ireland beseeching him 
to come and dwell am ong them , lie left home and 
friends aud went to France, where he entered 
upou his preparation for holy orders. 
A fter his 
ordination he was appointed by the Pope bishop 
of Ireland, aud at once set out fur hts diocese. 
A rrived there, he lost no tim e iii com m encing bis 
labors. 
He travelled through the en tire country, 
being everyw here received w ith delight, the peo 
pie banging on his words, tine day, however, 
while preaching to them ot the doctrine of the 
T rinity, they failed to follow his m eaning, aud de­ 
m anded an explanation angrily, 
lie paused for a 
m om ent, absorbed lu thought, and m en stooping 
down be plucked a leat of sham rock, and, thou­ 
ing it up before th*m , bid them behold an em blem 
of the three in one—the illustration of his word?. 
The sim ple teaching delighted the people, and 
from th a t tim e the sham rock becam e the national 
flower. 


MAKING FACES. 


T h e L ittle S hies B ld It. 
[Hartford Times.I 
A young man who had been reclaim ed from tho 
vice of intem perance was called upon to tell how 
ho was led to give up drinking, 
lie arose, but 
looked for a m om ent very cornuted. 
All be could 
say was: “The little shoes, they did It.” W ith a 
thick voice, as if his h eart was in bis throat, ho 
kept repeating this. There was a stare of per­ 
plexity 
on 
every 
face, and jut length some 
thoughtless 
young 
people 
began 
to titter. 
'Hie 
man, in 
all 
his 
em barrassm ent, beard 
the sound and rallied 
a t once. 
Tbe light 
cam e into his eyes with a flash; he drew bun­ 
sen up and th e choking w ent from his th ro at. 
“ Yes, friends,” ho said, in a voice th a t cut 
it* way clear as a deep-toned bell, “ w hatever you 
may m ink of it, I’ve told you the tru th —the 
little shoes did it. 
I was a brute and a fool; 
strong drink had made me both, and starved me 
into the bargain. 
I suffered—I deserved to suffer; 
b u t I did not suffer alone—no man does who bas 
a w ile aud children—tor the women get the w orst 
share. 
But I am no speaker to enlarge on th a t; 
PII stick to the little shoes I saw one n ig h t when 
I was all but done fur—the saioon-keepcr’s child 
holding out her feet to lier lath er to look at her 
hoe new shoes. It was a sim ple thing, but, my 
friends, no fist ever struck me seen a blow as 
those little new shoes. They kicked reason into 
me. 
W hat reason had I to clothe others with 
fineries, 
aud provide not even coarse clothing 
for my owu, bu t let them go bare? And there 
outside was my shivering wife, aud blue, chilled 
child, on a b itter cold C hristm as eve. I took hold 
of my little ono w ith a grip, and saw her feet! 
Men! fathers! it the little snoes sm ote me, bow 
m ust th e feet have sm ote me? I pu t them , cold 
as ice, to my breast; and they pierced me th rough. 
Yes, m e little feet walked rig h t into my heart, 
and away walked my selfishness. 
I had a trifle of 
money left; I bought a loaf of bread an d then a 
pair of shoes. 
I never tasted anything bu t a bit 
of bread all m e next day; and I w ent to work like 
mad on Monday, and lrom th a t day I have spent 
no more money at the public house. 
T iiat’s all I 
have got to say—it was the little shoes th a t did it." 


A a I'nseeialy Exhibition. 
G erm an undertakers do no t ex h ib it th eir w ares 
as is the custom in A m erica. 
Coffins are made by 
them to order when w anted. 
This custom pre­ 
vails throughout tbe E uropean co n tin en t; it is 
only in the large cities th a t any stock of the 
com m odity is Kept on hand, and then in an u n ­ 
obtrusive ’ fashion. 
A few years ago an e n te r­ 
prising un d ertak er in Basle, Sw itzerland, started 
business in m e A m erican style, aud pu t a couple 
of sm all coffins in his window. 
Crowds gathered 
to stare a t tbe unw onted sight, and before the 
end of the week the police gave notice to the 
shopkeeper th a t th e “ unseem ly ex h ib itio n ” in u it 
cease. 


Some Important Tricks of the 
Theatrical Trade. 


A Veteran Explaining an Art and 
Bemoaning Its Decay. 


H ow F ea tu res A re M ade to L ook 
Old or R esem b le D ea th . 


[New York Sun.] 
A m an, whose large face wa* creased by in­ 
num erable expressive lines, leaned w ith studied 
negligence against a post on Union square and 
gazed at passers-by w ith an air of legitim ate and 
well-nred interest. 
Ho had a strikingly “ profes­ 
sional” look, and wore his clothes, w hich w ere 
ultra-fashionable in ’77, with a jau n ty careless­ 
ness th a t ignored the w hitened seam s and denied 
tbe shining hack. 
His tall silk h at wa* tipped at 
an angle over his eye*. 
He looked contented and 
loquacious, and very m uch like an actor. 
Pres­ 
ently, when an acquaintance passed, he coughed, 
nodded rapidly, looked extrem ely w aggish, and 
said: 
“ Ab, there! W hat are you up to, you rascal? 
How d ’ do?” 
“ Why, hullo, Billy! 
W hen.did you get In?” 
“J u s t now, my boy." 
“ How was the w alking?” 
“ Ah, there, you rascal!” and Billy b u rst into a 
bland and m eaning sm ile and gently (book bls 
head. 
His friend w ent on, and he tu rn ed to the 
reporter and said in a full, round, oratorical 
tone: 
“ Would you oblige roe with a light, sir? T hank 
you. The boy* will have th eir little jokes, you 
know—the rascals. The obvious m eaning from 
his question was th a t I had walked in. O ur com­ 
bination w ent to pieces in Ohio, but we all got 
here com fortably, though we left m any other 
w recks behind. The num ber of busted com panies 
betw een here and the one-night towns of Ohio 
would draw tears from a cast-iron Shylock. How­ 
ever, I’m back, and I tell you, sir, it does me good 
to look a t Broadway again.” 
“ Yes; the spring fashions make it b rig h t.” 
" It isn’t the fashions; it’s the faces. To my mind 
it Is the most absorbing study in the world—th at 
of m en’s faces. 
You see tbe thing has m ore Inter­ 
est for me than for the run of men, even in my 
profession, 
B ecause I ’m a a E n th u siast in a Certain 
Sense. 
I belong to the tim e w hen the study and make-up 
of faces was m ighty im p o rtan t in the theatrical 
line. 
It wasn’t such a long tim e ago either, but 
the tim es have changed since then, until now 
th ere seems to be alm ost no effort a t all to make 
up and look your part. 
I never saw this more 
am azingly apparent than when I got in last night. 
I w ent in to “ O dette” a t Daly’s and saw Harry 
T itt, who if an actor of experience, slap tho 
audience, so to speak, square in the face. 
In 
the first act ho is tbe injured husband and 
la th e r and looks about 42 years old. 
By 
th e tim e tbe next act is reached fifteen years are 
supposed to have elapsed, which were lull of 
bittern ess and torture to him ; bu t he comes 
bouncing on the stage, looking about 40 instead 
of 57 years old. 
Of course all tbe unities are 
ja rre d , and the piece intrinsically injured, and 
sim ply because he won’t m ake up. 
The vice is 
spreading. A ctors w on't disguise th eir good looks 
for a p art. Does .John M cCullough’s V irginals 
look like an aged 'Rom an fa th e r? ’ No; he looks 
like w hat he is, a m agnificently m atured man in 
tile prim e of life. 
Lester W atlack never makes 
up or shaves off his 
darling m oustache, no 
m atter w hat th e part, and 
T eane is always 
Tearle.” 
“ It m ust be a g reat deal of trouble to m ake up 
every n ig h t? ” 
“ Ah, but me boy, look a t tho result! Go down 
to the Thalia T heatre, where they still do It, anil 
lr only five years have elapsed betw een the 
acts, sue how it is shown on every face on the 
stag e,” 
“ lr is difficult to m ake up well, is it n o t? ” 
“ Well, no,” f-aid the actor, lighting a fresh 
cig ar and assum ing a m ore confidential pose; “ tbe 
rules are sim ple enough, and 
W illi a L ittle F ru ctlce, Alm ost an y A m a ­ 
te u r Could L ea rn 
to m ake up artistically if he has any eye fo r ef­ 
fect. Some p arts, like Romeo, Charles Surface, 
Sidney D arrell and Claude M eluotte, require very 
little m ake up for a young and good-looking 
actor. The face and neck should be thoroughly 
covered with w hite pow der, and th e cheek bones 
and chin lightly touched w itb rouge, 
which 
should not bo too red. Then, as the lover ougut 
to look handsom e, he should draw a fine black 
line under his lower eyelashes w ith a cam el hair 
brush and bu rn t am ber. 
This m akes th e eyes 
b rillian t. 
Pin sure it isu’t m uch trouble to m ake 
up th a t way." 
“ O ther character* are harder, though.” 
“ Oh, im m easurably so. 
But to m ake a m aturer 
m an, like Casslo, Iago, M ercutio, Violin M ildmay 
or Hawksley, it requires only a little more work. 
A fter the actor has laid on ins pow der and 
rouged 
hi* 
face pretty heavily—for men are 
commonly rath er red-laced—he m ust take his 
brush aud um ber and trace some lines from the 
outer corners of the eyes, and other lines down 
tow ard toe corner? of the m outh irm n the nose. 
In short, he m ust make tbe ’crows feet’ th a t are 
visible in all men who have lived over th irty years 
in this tantalizing world of ours. 
Then the chin 
should be touched w ith a little blue powder, 
whiou 
m akes 
it 
look 
as 
lf 
recently 
shaved. 
These 
precautions 
will 
m ake 
the 
m ost juvenile face look m ature. 
If he has to 
go fu rth er, and look like old age, as in such 
characters as Lear, V irgtm us—for, as I said be­ 
fore, V irginius was an old m an—Richelieu, Sir 
I ’eter Teazle and so on, more work is necessary. 
Heavy false eyebrows m ust be pasted on, and tho 
eye hollow -darkened and fairly crow ded w ith 
Hues. 
W rin k le s M ast be P ain ted Across th e F o re ­ 
head, 
furrow s down th e cheeks, dow nw ard lines from 
the corners of the m outh, and (very im portant) 
th ree or four heavy w rinkles painted around tbe 
neck to give it tbe shrivelled appearance common 
to old age. The hollow over the upper lip should 
be darkened, aud ,.lso tbe hollow under the lower 
lip. 
'f lag gives the m outh the pinched and tooth­ 
less look. 
A little powdered antim ony on the 
checks m akes them look fallen in and shrunken. 
Then tone tbe face down with a delicate coating 
oi pearl pow der and you’ll have as old a looking 
luau as you’d care to see.” 
“ How'does it all feel?” 
“ A t first your faoe feels tightened, and the 
m uscles don’t play easy, but a tte r a few grim aces 
It comes all right. 
I t ’s a great relief to get it off, 
however, after three hours’ w ork.” 
“ it m ust cause rath er m ournful forecasts when 
a man looks on his own face m ade up for the age 
of, say, eighty years?” 
“ Not so'bad as wheu be m akes up for a corpse, 
however. 
PH never forget the first glance I had 
at my face a lte r it had been m ace up for G aston’s 
death scene, when playing the ‘Man in Hie Iron 
M ask’ in ’62. 
It positively appalled me, sir, and 
I lay aw ake all th a t n ig h t thinking of it, and 
dream ed of myself in a coffin for a m onth a fter­ 
w ard.” 
“ How is it done?” 
“ W ell, it varies slightly. 
You see such charac­ 
ters as Lear, V irginius, W erner and Beverley are 
before th e audience some tim e before they actu­ 
ally die, aud tnerelore, th eir laces can’t be made 
so v e r y corpse-like; but M atthias i n ‘The Bells,’ 
Louts XI. G aston and D anny M ann are 
Discovered Dying W hen the t e r n e Opens, 
or are bro u g h t in dead, so th a t th eir races can be 
m ade extrem e. 
F or the last series the face and 
neck should be spread w ith prepared w hite, aud 
afterw ards touched up w ith D utch pink to give 
it a livid hue in place*. 
Then pu t a deep shading 
of pow dered antim ony under the eyebrows anil 
w ell into the hollow of the eye,on the cheeks,th ro at 
and t e m p l e s . 
This is very effective, as it gives 
th e face th a t dreadfully sunken appearance as in 
death. 
The side? of the nose and over the upper 
lij) should also be darkened, and the lips pow­ 
dered blue. 
Then the face will look about as 
dead as it would three hours a lle r a real d e ath .” 
“ In tho make-UD of grotesque faces do they use 
false noses ana chins?" 
“ Very rarely. 
Usually the m ethod is to stick 
some wool on tho nose w ith gum and m ould it to 
w hatever shape you will; then powder aud paiut 
it as you would the natural uose for grotesque or 
comedy parts. 
Paste is put un with cum , instead 
of wool, som etim es. Clowns have to encase them ­ 
selves tairly w ith w hiting, aud they find slits 
trouble enough w ithout building up noses or 
ciieeks. G rotesque artists have to work hard 
w ith th eir faces as a rule, but they often are 
repaid by discovering neat points. 
Many of our 
b a it D utch arid H isn com edians owe th eir bret 
lift to a lucky m ake-up.” 
“ I suppose there are types for the representa­ 
tion of different nationalities?’’ 
“ Well, a gentlem an is usually m ade up the 
sam e, no m atter where ne m ay' be supposed to 
belong, but the caricature I* usually one of the 
well-known make-up*. 


A F renchm an H a s to be P o w d ered with 
B a r k 
R ouge 
and has bis eye-brows blackened w ith In d ia ink. 
All d ark characters, as m ulattoes, creoles, Span­ 
iards, aud so on, are done w ith w hiting aud dark 
rouge, w ith plenty of b u rn t cork aud um ber. 
“ Is much work necessary on toe hands?” 
“ in w itches it is of great im portance th a t the 
hands and arm s should be skinny and bony. Tnis 
is usually done by a liberal pow dering of D utch 
pink, aud painting iii between the knuckles with 
b u rn t um ber. 
P ainting between tho knuckles, 
you see, m akes them look large and bony. 
But 
this sounds a good deal like ancient history, now, 
does ic not? The art is lalliug into disuse, me 
boy, and I’ve no doubt th at the tim e is not far oil 
win n we shall h ive youngsters playing old men 
w ith signs on their back reading. 
’Please, sir, 
I ’m 80 years old,’ while th eir laces are as fresh as 
daisies." 
“ To wtiat do you a ttrib u te this tendency?" 
“ Laziness. 
he theatrical age of today is a 
profound wor.c 
* 
« Ta* entire profession 
w an.- . 
,i. a 
.. 
. . 
• -i a now sim ply 


for a living, while he m ature* bls plans fo r bis 
contem plated starrin g tour. An actress does old 
wom en, heavies, or juveniles, only u n til sne can 
find a cap italist w h o w ill enable her to star, and 
none of them s e e m t o take any pride in th e m inor 
parts. 
Hence, they don’t take the trouble to 
m ake up artistically, aud the stag e is robbed of 
Its chief charm —realism .” 
He buttoned bis coat w ith g re a t nicety, tipped 
his h at a trifle further forw ard, and a fte r a hearty 
hand shake, left the reporter and strode jau n tily 
up Broadway, his sh in in g h a t bobbing w ith 
autom atic regularity above the E aster bonnets, 
u n til lost to view in tho crow d. 


“ WE TWO." 


T h e O ld M an W ho w a s C o in g B a ck to th e 
8 u n r is e -H (s S len t C o m p a n io n . 


“ It’s we two. and we two, it’s we two for aye, 
All the world and we two, and Heaven be our stay.” 
I t was a gay, rollicking p arty th a t boarded the 
fa st express train going east (w rites a co n trib u to r 
to the D etroit Free Press), and, as it was late and 
the cars crowded, the noise m ade by tb e in tru d ers 
stirred every one to anger, and th e ir ill-tim ed 
w itticism s were received w ith w rath and indigna 
Mon. The leader of the com pany wa* a noisy 
youth, overflowing with au abundance of anim al 
sp irits, and he gave tbe passengers a saucy re 
joinder when they reproved him for distu rb in g 
th eir repose. 
When he had traversed th e entire 
line of cars w ithout finding a v acant seat, he 
noticed an old man sittin g alone b u t ap parently 
guard in g a reserved Bpace next to him. 
R apping 
him sm artly on Hie shoulder the presum ptuous 
youth asked if he m ight sit down. 
“ Eh! eh!” said the old man In a feeble voice, 
“ we tw o nave these seats; th ere isn ’t any room 
for you!” 
The young fellow sauntered back to find bls 
friends all provided for, and, after strolling 
through baggage and sm oking cars, be retu rn ed 
and saw the seat of the old m an still vacant. The 
aged passenger seemed to he dozing, h u t he 
responded feebly to the energetic touch of the 
other. 
“ Look here,” said the young m an, “ let me have 
a seat; you haven’t any one w ith you!” 
“ H ush!” answered the other, “ you’ll frig h ten 
her away! Can’t you see her sittin g there, srnilln’, 
w ith her long yaller curls, and w ith th e white 
dress th a t she was m arried in? Mebbe it was a 
fancy, bu t I could ha’ touched her before you 
come—no, no, she’s in there, and I’m h ere—wa 
two have lived together lo r fifty years; it’s hard 
to be separated now!” 
The young man bad seated him self and he paid 
no atten tio n to the old m an’s m aundering talk 
till he beard him saying softly over and over to 
him self; 
“ K a ty ! My K a ty ! K a t y B a r lln ’J" 
Then he listened, for K aty was the nam e of the 
sw eet-faced, blue-eyed girl bo loved, an d even 
now be was on bis way to m ake her his own. 
“ Wras she your wife?” he asked w ith m ore re­ 
spect in his voice, nor could he have told why be 
u->ed the p ast tense in the way he did. 
“ My w ife—my love—ray bride!” was tho alm ost 
incoherent answer. “ Oh! it was a hard w orld, but 
we tw o travelled it to g eth er; I never had a 
pleasure 
but Katy shared it w ith me, nor a 
sorrow th a t 6he didn’t help 
bear. 
I wish 
ybu could ha’ seen her, young m an. 
She was 
as 
stra ig h t as a 
young sapling and 
th a t 
fair-oom plectea, like a little child; h er hair was 
yaller, like buttercu p s in tbe m eadow. 
I ’d take 
you ou t yonder to see ber if they’d a let me, but 
they w ouldn’t. 
They say she’s ch an g ed —she 
never changed in my eyes till her hair ju s t tu rn ed 
w hite, like the blossoms of th e snow drop. -Then 
I knew she was a rip en in ’ for glory—th ere never 
was any but we two. 
God d id n ’t send any chil­ 
dren to bind our hearts or break ’em —i t ’* cold 
bere,” and be sank back and shivered. 
“ I wi»h I could th in k so,” answ ered th e young 
man, yaw ning, and feeling life and stren g th in 
every th ro b of his riotous blood. 
“Are you going 
East?” be continued, fo r w ^ it of som ething else 
to say. 
“ Yes, and it’s a long journey. 
I ’m goln’ clejir 
back to th e sunrise—(jack to M aine. T here w on’t 
be a soul I know livin’, h u t K aty she hankered 
arter the old burvin’ ground w here ber folks are. 
Say!” as the conductor passed aloug, “ is Bhe all 
right out th ere alone?” 
“ She’s all rig h t,” answ ered tbe m an, sw inging 
his lantern. 
“ There a in ’t n othing th a t’ll d istu rb 
her, I reckon!” 
“ She is w ith her L ord,” said tb e old m an 
solemnly; “ w ith Him she loved and served all the 
days of her life. 
I ’Spots She H a s n ’t Missed M e or T h o u g h t 
of Me Onee’t, 
but it w ould be a hard trial for m e if heaven’s 
glory m ade h er forget—if we tw o d id n ’t go hand 
in band th ere, as we have here—dear! dear! It 
wouldn’t seem like heaven to me less K aty was 
along.” 
The young traveller passed in to th e land of 
sleep and w alked with his beloved in the fair 
bower of love's young dream . 
Tbe old mau 
gathered his feeble lim bs together, and he, too, 
slept; hu t Ins lips moved, and broken, incoherent 
sentences fell on the ears of those who were 
aw ake and listening all th e n ig h t long. 
He, too, 
was. w alking in his dream s w ith bis beloved; he 
babbled of still waters and green pastures; he 
sung of golden streets and gates of pearl; of the 
beauties and m ysteries of tho many m ansions of 
the peace th a i tiow eth as a river—he held her 
sm all, su it hand in his, and called up the love- 
light la her beautiful eye*, and played with ber 
yellow hair; and all the tu n e the train w ent on 
flyiug through the n ig h t, and out in the baggage- 
car an old, old wom an, wan and w rinkled, lay 
peacefully in her coffin, her veined and w ithered 
hands crossed over a h e art th a t was a t rest, and 
th a t was all th a t was m ortal of Katy. 
Like a laverock In the lift, sing O bonny bride; 
It’s we two, and we two, happy side by side. 
W beu the young trav eller awoke lu th e b rig h t 
lig h t of earlv day he stretch ed his cram ped lim b* 
and felt like a g ia n t refreshed w ith wine, and o u t 
of bis stren g th and happiness gave th e old m an 
at his side a gay “good-m orning!” 
B ut when, 
g ettin g no response,'he tu rn ed to look a t him he 
saw th a t he had reached the new sunrise, th e 
m orning th at has never a noon. 
It’s we two, it’s we two, while the world’s away, 
bitting by the golden sheaves on our wedding day. 


H om elbiiiK A b o u t Stockdale*. 
N ext tim e you v isit a bath in g resort, says a 
lady contributor of th e Sau F rancisco C hronicle, 
look a t the dozens of different lim bs splashing 
around, and yet will realize th a t to property study 
the stocking question you should begin a t a 
w atering place. 
W heu .Miss Sllm sbanks goes in 
bathing she weares ringed stockings. 
This is 
not because she is a belle, hu t because those 
kinds inako ber legs look larger. 
L ongitudinal 
stripes, on tbe contrary, are the especial property 
of women of lorty, who aro fair and fat; and 
streaked and speckled hose are generally worn 
on y by those who do not understand the real 
power of a pretty leg. 
The girl w ith a real p retty 
lim b incases it in a plain tin t—flesh, rose or light 
blue. T hat shows the full contour and outline 
ag ain st tbe w ater back ground. 
The sam e rule th a t applies to bathing custom 
and costum es applies to every day life. 
For this 
reason: A girl, when she bathes, dresses her leg 
for show. 
So sbo does in ordinary every day life. 
The only diference is th a t in ono she shows it and 
the other she don’t. 
B ut accidents will happen, 
and most woinon like being prepared fo r them . 
A girl who wears black stockings Is eith er de­ 
cidedly wicked or so old th a t she knows lier legs 
are not of in terest to an observing public P lain 
w hite are tho m ost seductive. A glim pse of a 
dainty black boot capped by a few inches of 
snowy stocking vanishing am id m ysterious and 
rustling masses of w hitest skirting m ore enthralls 
men than the glance of a flirting eye or the trem or 
of a ruby Im. 
Neglected wives, let me give you a point: En­ 
case yourselves in a d ain ty w rapper, and leave It 
o p e n 'six iiichoi a t th e bottom , so you can show 
your feet. 
P u t on a p retty , low-cut slipper, and 
spend more taste upon the stockings you wear 
th an you ao now upon the ribands in your hair, 
i-how'tbose sam e feet unostentatiously, in fact, 
bashfully, to the lord of the house; keep them 
b e fire bi? eyes, dress yourself so on every oppor­ 
tu n ity , and keep it up, and then, m ark my words, 
no other woman can ever touch his fickle heart. 
W hen poets like tw in b o rn , Tennyson and Oscar 
W ilde sing about “ kissing the dainty, sole w hite 
feet” of the women they love,they betray th eir sex. 
Men do like p retty feet and legs, and will to the 
end of the world. 


11 A Good H ail A t a P lre .” 
[Exchange.] 
A new spaper m an and a law yer were discussing 
the death of a w ell-knuw personage no t long 
since, when the scribe observed: “ Well, ITI go 
over to the office and try and find som ething good 
to say about him . 
De m ortuis nil nisi bonum , you 
kuow .” 
“ I t’s pot so very b ard to ao it you only 
try ,” was the reply. 
“ ITI tell you a story tiiat will 
prove it. A num ber of years ago a m an died in 
a little town away up in the m ountains of Vir­ 
ginia. He was such a hard case th a t none of tbe 
local preachers would officiate a t the funeral, 
on the 
ground 
th a t 
they could 
no t 
con­ 
scientiously say 
anything good 
of 
the de­ 
ceased. 
It 
w ouldn't do to 
bury him 
w ith­ 
out a serm on, though, and finally bis frleuds, 
by din t of considerable trouble and expense, ob­ 
tained a clergym an from 
auotner county to 
officiate. On bis way to the scene of the services 
he made num erous inquiries as to the ch aracter 
and reputation of the dead m an, bu t none of the 
answers were of an entirely satisfactory nature. 
The church was thronged when the preacher 
arose to speak, am i every ear was turned to eaten 
his words, as all w ere curious to hear how he was 
g u n g to ‘let him o u t.’ 
He said: 
‘B reetheren, 
Brothel Brown is dead, an ’ th a r he lies before us 
in the coffin. 
From w hat I kin lam of bim be 
w asn’t at all tim es a consistent C hristian m an. 
He had fast horses aud fie run 'em . 
lie had 
fightiii’ cocks an ’ he fit ’em. 
Ho w asn’t a 
safe man to tru s t w ith wim uien, an’ th a r w asn’t 
no brand o’ wbiskov made th a t he w ouldn’t g et 
drunk on, but hreetneren I hey heard th a t he was 
a good m an a t a fire. The choir will now sing 
the doxology.’ ” 


S hifting tbe Responsibility. 
[.Exchange.] 
People will be foolish probably to tb e end of 
time. 
They will continue to go to th e ir broker 
for advice as to w hat stocks they should buy or 
refrain from buying; 
to the doctor to learn 
w hether they are sick or well; to the clergym an 
instead of th eir consciences, for religious in stru c ­ 
tion; to the law yer to decide tor money w h at they 
could easily decide for them selves w ithout m oney 
and w ithout price. 
However, it sh irts th e re­ 
sponsibility in each case, aud everybody is will­ 
ing to pay whomauver will absume responsibility 
for him. 


ITALIANS AT HOME. 


The Duties and Delights of 
Life in Naples. 


Peculiar Customs 
Relating to 
Courtship and Marriage. 


A n A v ersio n to W a lk in g a n d W o rk ­ 
in g —F o n d n ess fo r J e w e lr y . 


[Correspondence of the Cincinnati Gazette.] 
My hostess has bad a baker’s dozen of children. 
The N eapolitan women m arry a t 14, have a child 
a t 15, and then keep on. 
In the conversations I 
have had witb the oldest of tbe fo u r m aiden 
dauguters I shall cull tb e follow ing, n u t It in the 
shape of an interview , and try to im bue ber 
answ ers w itb tb e a rd en t dem onstrative style of 
speech peculiar to tho N eapolitans, who, in th e ir 
whole being, bear a reflection of th eir fiery 
Vesuvius. 
I am sorry I can not p u t in the 
gestures, fo r in them are m ore th a n half th e 
eloquence: 
“ Tell me, S ignorina," said I, “your m other 
having had so m any children, is she an exception 
to or does she follow the general rule?” 
“ Yes, Signorina, you m ust have found out al­ 
ready th a t N aples Is th e land of G od; God blesses 
large fam ilies, and S afgt Fillippo intercedes for 
them ; be sees th a t every m other be provided w ith 
a t least ten or tw elve, w hile S ain t F rancois a t­ 
tends to th eir being born.” 
“ I suppose the barbarians who have com m itted 
tho sin of resisting th e th efts of all these S aint 
N eapolitans go rig h t stra ig h t to the infernal re ­ 
gions w ithout fu rth er parley. 
Do women here, as 
in F rance, have w et nurses 
for th eir babes? 
W hy do they p u t them in sw addling clokies? 
How do they change the babes, and bow long do 
they keep them in the bands?” 
’’W e a e s of 
th e Middle Class A ll Nurse 
T h e ir Children; 
th a t is th e custom except in case of sickness. 
They try to nurse them until they are eighteen 
m ouths old and m ore. 
A m other who has nursed 
her first child m ust absolutely nurso h er second, 
or she Is taken w ith consum ption and ales. 
You 
open your eyes w ith astonishm ent. 
I t is never­ 
theless *o. 
A wom an having nursed her first 
child m ust nurse them all or die w ith quick con­ 
sum ption; th a t is the rule. 
We p u t babes in 
sw addling clothes to m ake them stra ig h t and 
strong. 
Some doctor* now say th a t, on the 
contrary, it weaken* them , aud 
th a t is th e 
reason wo have bo few straight-legged people 
here. 
O thers, how ever, pretend th a t it is abso­ 
lutely necessary, because the bones of people 
living on farinaceous food are naturally weak, 
and they m ust be propped up for a certain tim e. 
M others don’t stop to th in k about it, but do it 
because it is th e custom . Form erly the arm s 
w ere bound also, bu t now they are left free. The 
babe, when It is well, is changed about three 
tim es a day; then, of course, it is unsw athed and 
resw athed th a t m any tim es. 
A m other who is a t 
her ten th babe bas acquired g reat dex terity arui 
quickness in rolling up her baby. The ti tile th 
keep them in hands is very undeterm ined. 
My 
m other kept hers in them only forty days. 
Some 
keep them as long as six aud eiglit m onths, es­ 
pecially in w inter, to keep them from catching 
cold.” 
“Now let us ju m p from babies to young ladies. 
B o Italian G irls E asily Find H a tb a n d s ! 
Is a dowry necessary? 
W hat m ust they brin g 
to th e bouse besides th eir trousseau? How do 
they m ake the acq uaintance of th e ir youug hus­ 
bands?” 
“ Ah, it is no longer J u p ite r who comes to see 
D anae under tbe form of a rain of gold. The 
p arts have changed. It is th e lady who is now 
obliged to assum e th a t form , and St. R aphael 
seem s to h are consented to th a t change. Ile no 
longer answ ers the m aiden’s prayers for a hus­ 
band unless she has a dot. 
St. R aphael is the 
patron sain t of young women w hosigb for a m ate, 
bu t m any call upon him in vain. T here are 
fo u r old m aids in our fam ily. 
My sisters, who 
w ere m arriageable la tbe year's of our p ro sp erty , 
had a dot: they m arried, aod m arried well; now 
St. Raphael has tu rn ed bls back upon us as well 
as o th er men. 
S entim ent and poetry are no 
longer sufficient to win a m anly h eart; they accept 
them now only when seated in an equipage draw n 
by blood horses. 
The dot generally required Is 
half of w hat the asp iran t possesses. If th e gentle­ 
m an has 100,000 francs, the young lady m ust 
have 50,000, and her trousseau m ust be in pro­ 
portion to her position and dot. 
Besides lier own 
personal outfit she m ust bring all the linen for 
th e house except th a t for the bed; th is tho hus­ 
band provides, to g eth er w ith th e furnishing of 
the whole house. Young ladies make the aquaint- 
ance of th eir lovers, as in all countries, 
H r the S ir M eans of Hliitd Cupid, 
and here bis m eaus are m any. This, as you know, 
is bls form er hom e, and Iii* m other Is atm m uch 
venerated, if no t adored, like our m ost Holy 
V irgin. 
M ost of them becom e acquainted w ith 
each other in balls, soirees, d inners and a g r e a t 
m any by ju st seeing each o th er in streets aud 
parks. Does th a t not happen in your country, 
th a t you put on such a look of am azem ent? Yes, 
a young m an sees a young lady, w ho pleases bim , 
several tim es in the streets, follows her and ber 
a tte n d an t 
a t 
a 
respectful distance to see 
w here she lives. 
Ile tnen 
asks 
th e p o rter 
who she is, questions him about h er fam ily 
and position, 
lf all the answ ers are satisfactory 
he m akes it bis duty to prom enade before the 
bouse tor several days until the young lady, look­ 
ing out of tb e window, notices him. 
He then 
takes out hts handkerchief and blows his ncse. 
T hat m eans, ‘I love thee.’ 
If she responds to his 
feelings, she does the sam e. The nex t tim e he 
m eets her from afar he shows her a love letter, 
aud through signs asks to whom be m ust give it, 
to the portier or to one of th e servants. 
She 
reads tbe letter, then hands it to her m otlier or 
fath er. They im m ediately go in quest of inform a­ 
tion to see lf the youug fellow is worthy of con­ 
tin u in g tbe first ch ap ter of their d a u g h ter’s first 
love on the balcony. 
If they consider it a suitable 
m atch, and th in k it is a m arriage made In 
heaven, and e arth sm iles sufficiently on it to pro­ 
vide it 
WUU a Good S h a re of H e r W orldly Goods, 
she is allowed to answ er the letter, or her fath er 
answ ers it, tellin g the y«ung asp iran t th a t they 
are ready to receive tho visits of his fam ily. 
V isits are exchanged. B oth fam ilies come to an 
understanding. The young m an is m en adm itted 
to the house to pay his devoirs. 
The two, of 
course, are never le u alone; they seldom go o at 
together; wheu they do, it is alw ays in com pany 
w ith two or th ree m em bers of her fam ily. 
She 
never enters her betrothed’* house until she is his 
wife; never is allowed to visit his fam ily. 
They, 
however, say “ thee” and “ th o u ” to each other 
from th e beginning. 
E ngagem ents last from one 
to tw o years, and th a t can be called the epoch of 
presents, the young fiancee to receive them and 
the lover to give them .” 
“ Is the fiancee obliged to give m any presents? 
Those manoeuvres will! the handkerchief surprise 
m e; in A m erica they mean anything hut m arriage, 
and a young lady who respects hurseli would never 
flirt w ith tin) handkerchief.” 
“The handkerchief p la ts a g reat p art here in 
m aking up m arriages. 
There is ii very Interesting 
cerem ony with the handkerchief a t the foundling 
hospital on the day of tao annunciation. 
The 
foundling hospital is also a kind of a?ile for girls 
brought up in th a t place. A tter th eir first com ­ 
m union, tuose who wish to stay in the in stitution 
are tau g h t some occupation, and they are allowed 
to abide there. 
M a rriag eab le Y oung Alen, G enerally B e ­ 
longing to the L o w er Classes, 
who are looking ou t for wives, and who probably 
do not find any to tb eir liking in the wi e, wide 
world, go to th e foundling hospital on the day of 
annunciation. The youug women aro all sittin g 
in a large hall on evidence. The young men are 
allowed to look a t them at th eir leisure. If 
am ong the ones od exhibition th ere be one whom 
a young fellow would like to m arry, lie takes his 
handkerchief aud throw s 
it a t 
her. 
That 
is 
his 
declaration 
and 
m anner 
of 
pop­ 
ping 
the 
question. 
He 
gives 
his nam e 
and 
address 
to 
th e 
in stitu tio n . 
The 
authorities of t t e aslle play the p a rt of parents 
to the youug girl; they seek inform ation concern­ 
ing the young m an, and, if they are satisfactory, 
the young wom an, if she be w itling, becom es his 
wife. 
Mauy m arriage* in the lower classes are 
are made in th is way. A man is sure to get a 
wom an perfectly cna'ste, as they are well guurued 
there; and perhaps there being no possibility of 
having m other-in-law troubles is also an Induce­ 
m ent. 
It is tho custom I or tho fu tu re husband to 
give a num ber of presents to his lady love. 
If he 
abstains from doing it he is qualified w ith the 
not very flattering ep ith et of ‘porco.’ 
F orm erly, 
wheu for some cause the engagem ent was broken, 
all the presents were duly returned. 
But It was 
found m a t a cam orra existed of young fellows, 
who made it th eir am usem ent to engage th em ­ 
selves to young ladies, then 
Find a l ’r e te x t to B r e a k tb e E s t s t e m e a l 
and m ake th e re tu rn ed presents ren d er tb e ser­ 
vice of several cam paigns of wooing and w inning, 
b u t never w edding. 
So fam ilies having a num ­ 
ber of m arriageable m aidens w ere obliged to 
adopt some m eans of p rotection from tbose rob­ 
bers of hearts. 
They decided th a t under no con­ 
sideration would they retu ru the presents, and if 
below their dignity to keep c ts gages d ’am our, 
they would dispose of them and give the proceeds 
to the poor. The first present is. of course, the 
engagem ent ring; then the gentlem an shows his 
grow ing attach m en t to his lady love by a gradual 
increase in value of the m any presents offered 
her, until the day be offers him self, the m ost 
precious of all earthly jewels. They always con­ 
sist of a jewel of some kind. The New Y ear and 
b irthday presents are of course in order. 
I be­ 
lieve these are th e anniversaries of g ifts in all 
countries. 
If the gentlem an Is in a position to do 
it diam onds and pearls are the precious stones 
offered in the New Y ear and b irthday caskets. 
On St. Joseph’s birthday he m akes bis v isit wit h 
a package of cakes c a lle d ‘tortanelie.’ 
H idden in 
one of them the young lady finds a jew el. 
Palm 
Sunday is the day of the offering of a pot of flow­ 
ers, w ith a jewel hid In one of the blossoms. 
On 
Easter Munday the g ift of a precious egg; of 


course the yolk m ust be yellow and of gold. 
On 
St. M artin’s day th e ’to u rte d’am andes,’ a very 
large cake th is tim e, w ith a present stuck inside 
of it. On All Souls’ day, the ono devoted to the 
dead, 
H e P resen ts H e r w ith a Huger Skull, 
th e brain of w hich it som ething b rig h t to adorn 
his dear and precious one. 
There are several 
o ther m inor days of offerings, b u t they ju s t now 
escape my m em ory. 
You see tho calendar Is 
studded w ith g ifts for the young girl who is 
prom ised tD m arriage. We N eapolitans aro very 
fond of jew els—of everything th a t Is b rig h t in 
color—a reflection of our sky, our sun, our V esu­ 
vius, our gay and b rig h t disposition. 
Besides, 
we are prone’to invest our surplus m oney in jew ­ 
els. 
Most of th e m iddle class are too ig n o ran t 
and tim orous to invest it or speculate w ith it. 
P aper money for us bas not th e sam e attractio n 
as gold, so we exchange it for gold ornam ents. 
T hat Is the reason why in the streets you m eet so 
m any womeu loaded down w ith rings on all th e ir 
fingers, their necks encircled w ith tw o or three 
heavy gold 
chains 
aud 
pendants, 
Im m ense 
brooches and earrings, and on feast days brace­ 
lets up to th eir elbows. 
“ There are a num ber of very Ane equipages in 
Naples. 
Is th ere much w ealth in fam ilies?” 
“ There is, perhaps, less w ealth bere than in all 
th e other capitals of Italy. 
There are really no 
very g reat noble families^ like, for instance, the 
D orias in Rome, and the w ealth of the sm all 
nobility has 
been 
m uch 
squandered, chiefly 
through gam bling, lotteries, and the general in ­ 
difference w ith which N eapolitans spend m oney 
when it is In th eir possession. B ut th e ir carriage 
is the last luxury which necessity or debt will 
separate them from . 
Italian s will never w alk 
when they can ride, and will never drive in a 
hired rig when they can possibly, by hook or 
crook, drive in th eir own carriage. 
T h e y Willingly Sacrifice A ll H e m e Com­ 
forts. 
live in d ark and narrow lanes, feed on n othing 
b u t cheap vegetables, fish and m acaroni, em ploy 
all th eir tim e in rem odeling th eir dresses, than 
do w ithout th e o sten tatio n of driving behind 
th e ir own horses. 
The N eapolitan lives out of 
doors. The soi d lsan t rich can n o t live on th e 
pavem ents and in th e streets, like the poorer 
classes; they will not walk, so all sacrifices are 
not considered such if com pensated by a sott- 
soated landau in which n atu re, sunshine, th e 
view of the V esuvius and the sea, th e fresh air 
an a show are enjoyed.” 
“ A t w nat hour 'do th e N eapolitans generally 
rise? At w hat hours do they take th e ir m eals, 
and of w hat do they generally consist ?“ 
“ Well, every one gets up as late :i3 he possibly 
can. I m ust confess th a t far nlente Is the favor­ 
ite occupation even of those who have an o th er 
trad e and are obliged to w ork. H alf-past 8 is the 
general hour to r those who are th e ir own m asters, 
aod who still have tb eir own living to m ake, 
i t 
is a custom to keep late hours. Fam ilies generally 
retire a t l l and a t m idnight. 
In sum m er it is 
hardly possible to retire before on account of the 
heat, and no N eapolitan is so insensible to th e 
beauties of n atu re and to w hat is due to those 
around us, as to go to bed before having taken a 
stroll around the M arina to the villa Couim unale 
there to listen to its evening concerts in the open 
air, to enjoy 
T h e E v e r Sublim e Sights of O u r Vesuvius, 
our heaven-reflected bay, our clear, sta rlit sky, 
all under the en ch an tm en t of the soft, lim pid rays 
of the moon. 
S entim ent then overflows, and one 
lingers along th e E lysian Held* of our land of 
sunshine and love. 
We generally have b u t one 
full meal a day, in which any, troublesom e cook­ 
ing is done. 
In tb e m orning on aw akening we 
generally take a sm all cup of coffee w ithout m ilk: 
tw o hours later a cup of coffee w ith m ilk, bread 
and butter. The chief meal of th e (lay (dinner) 
is taken a t 3 o'clock. 
It consists of m acaroni, 
everyday, m eat, vegetables and dessert. At l l 
o’clock, ju st before going to bed, we have our 
salad. 
Yes, we Italian s have salad of some kind 
every n ig h t—th a t is, our tea, to g eth er w ith cold 
m eats, cheese, etc., generally w hat is left from 
dinner. 
We nse very little b u tte r or lard, a l­ 
ways cooking w ith olive oil. 
Every one who can 
afford it drinks wine. Tho wine we drink costs 
us about eig h t cents a bottle. 
Every m em ber of 
tb e fam ily drinks about half a bottle a d ay . Al­ 
though farinaceous food m akes up a good portion 
of our dishes, still we N eapolitans e at m uch bread 
—a pound a day fo r every ad u lt is th e general 
m easure.” 


LOVE P A S 8 E T H T H R O U G H FIR E . 


M n h a ffg ’s Manoeuvre, o r ti Case of Con­ 
stan cy in Chicago. 
[Chicago Tribune.] 
“ Do you m ean it, fath er?” 
V ivian M abaffy looked steadily into his fa th e r’s 
face as he spoke these word*; looked fairly and 
fully into th e face of th e keen-eyed old m an 
whose p etted idol be had been since the days of 
his babyhood. V ivian had said th a t he was about 
to m arry E tbelborta O’Rourke, a girl whom the 
old man knew only as a fashionable belle, and of 
whose b etter q ualities be had never beard, and in 
a m om ent of anger he had told tbe boy th a t if bls 
d eterm ination was persisted in disinheritance 
should follow. 
It was th is th re a t th a t bad caused 
V ivian to u tte r the words w ith w hich th is story 
begins. 
“ Yes. I m ean it," replied th e father. 
“ M arry 
th is girl if you choose, but if you do not a penny 
of mine shall you have”—and, leaving those b it­ 
terly cruel words floating around the room , he 
stalked savagely from the apartm ent. 
Two hours have passed. 
So have seven or eig h t 
borse-cars; b u t the one which Vivian is w aiting 
finally comes along, aud soon lauds bim at th e 
door of Pericles U 'Rourke*'-house. 
E tnelberta is 
sittin g in her boudoir, sew ing som e foam y lace 
into tbe neck of a velvet dress, a* tb e young m an 
entered. 
“ I have bad news for you, my d arlin g ,” V ivian 
says, in sad tones, while a don’t-bluff-or-you will- 
be-called look comes over his face. B ertie nestled 
her little dim pled hands confidingly in his. 
“ My 
fath er and I have quarrelled and lie has disin­ 
herited me. 
I have” —and here his voice quiv­ 
ered slightly—"been given the g. D. on your ac­ 
count. I am a beggar, B ertie.” 
H er soft, dusky eyes grew w ider and m ore seri­ 
ous. 
“ Yes,” continued the sucker, “ I am poor. 
B ut I w ouldn’t care if it w asn’t for you, darling. 
It m eans tn a t I m ust give yDix up, for I can n o t 
ask you to share life w ith me on a thousand a 
year.” 
She looked a t him w ith a rich crim son flush 
surging into ber cheeks. 
“V ivian,” she said, pas­ 
sionately, “ do you th in k I will let you give me 
up? I love you too well for ttiat. A beggar or a 
prince, you are tbe sam e to m e—my king, my 
lover.” And he folded her to bis h eart w ith a 
great, alm ost speechless, tenderness aud joy. 
“ My darling, my precious,” he w hispered. 
Three m ouths 'late r, on a golden D ecem ber 
afternoon, w ith a blue sky as In Ju n e, th ere was a 
g ran d w edding a t th e O’Konrke m ansion. 
As 
Vivian and E th elb erta were en terin g the carriage 
th a t was to bear them to the depot she looked a t 
him w ith a w eirdly precious smile. 
“And so you did uot desert me, my d arlin g ,” he 
said, “eyen when you th o u g h t tb a t I was poor?” 
“ No, my precious one,” was the reply. 
“ I 
learned long ago th a t a sucker, once off the hook, 
will never bite again; and your fa th e r and I p u t 
up tbe job so as to laud you a little quicker.” 


M ore M odern A rithm etic. 
[Detroit Free Press.I 
A citizen w hose gas bill was $7 tor the m onth 
of Jan u ary sh u t his house up for tw o weeks in 
M arch and his gas bill was $7 75. 
How m uch did 
he make? 
It a b u tch cr-cart going at tho ra te of a mile in 
th ree m inutes strikes an alderm an who is w alking 
a t tbe rate of four miles an hour, w hat is tho 
resisting power of each? 
A county treasu rer know s or a dead sure th in g 
in w heat, and he puts in $3000 of the people’s 
cash. The d istan ce from his town to C anada is 
180 miles, and the average speed of a railroad 
train is thirty-five miles aa hour. F lu d —but they 
never find ’em. 
A lady bought some tape fo r eleven cents, and 
some thread for two cents, and worked off a q u ar­ 
te r w ith a hole in It on the pedler. 
How m uch 
did she save to buy tracts for tue heathen? 
A stone w eighing tw enty-tw o pounds is con­ 
cealed under an old hat, and a m an kicks it w ith 
such force as to send it nine yards. 
As it takes 
two and one-hall pounds of aotive pressure to 
move one pound of dead w eight one foot, w hat 
force did he exert? 
A m an spends eighteen cents fo r lager, ten 
cents to r tobacco, tw enty cents for cigars, fifteen 
cents for street car tare, and loses §1 50 a t poker; 
he then perm its his wife to purchase a button 
hook for th ree cents, 
and 
figures 
th a t her 
extravagance will ruin him in th ree years. W h at 
is his capital? 


Never R eco v ered F ro m th e W a r . 
[Exchange.] 
“ You see,” be explained,as we sat on the tavern 
step s a t S harpsburg aud looked around, “ this 
tow n has never recovered from the w ar." 
W h at did you have before the war? ’ 
"E verything, alm ost. 
It was tbe liveliest little 
tow n you ever saw. 
Why, sir, I sat on these very 
steps before tbe war aud counted six fignts all 
going on a t once. Then we bad a cooper shop, 
three saloons, a tannery and four shoe shops. 
“ All are gone now, I observe.” 
“ Every cue of ’em, and w bat’s wuss, you can ’t 
sta rt fight hero to save your Hie. 
lf you 6nould 
jum p out there and crow and crack your heels 
and offer to fight the best m an in S harpsburg no 
one would raise a h and.” 
“ They w ouldn’t, eh?” 
“ Not a oue. 
We are hum ble people. 
H ere it is 
sixteen years a fte r the close of the w ar, and we 
are still so dow ncast tb a t a tin peddler comes in 
here and bluffs the m ayor, licks the clerk, sasses 
the postm aster and runs aw ay w ith the only 
good-looking 
woman 
we ever had, and not a 
m an threw a brick-bat.” 


A u Incident of the Flood*. 
[Memphis Appeal.] 
A certain boat com ing up th e M ississippi th e 
other day lost her way and hum ped up against*a 
farm house. 
She h ad n ’t more th an touched it 
before an old darkey ram m ed his bead up through 
a hole in th e roof where the chim ney once cam e 
out and yelled a t the captain on the roof: “ W har 
de h — ts’you gw tne wid d at boat? 
C an’t you see 
nullin’? F u st th in g yer knows yer gw ine to tu rn 
dis bouse ober, spill de old woman an de cbil’eu out 
in do flood an ’ drow n ’em. W nat yer doin’ out here 
in the country wid y e rd — boat, anyhow? Go on 
back yander froo da c’on fields an g it back i i to 
de ribber w har you belongs. 
A in’t got no busi­ 
ness sev’n m iles out in de country foolin’ ro u n ’ 
B0ogfva*bousee, nohow!” and she backed oat. 


BRIC-A-BRAC. 


M a rria g e . 
[Burlington Hawkeye.] 
A little kiss, 
A little bliss, 
A little ring—It’s ended. 
A -little Jaw, 
A little law, 
And lo! the bonds are rended. 
A Good T im e Coming. 
;New Orleans Picayune.! 
The gam bler lives on our hopes, th e law yer on 
oar quarrels, the doctor on our ills and the clergy­ 
m an on our fears. 
Tbe m illennium will throw 
these people all out of em ploym ent. 
An A p ril Girl. 
iMary Mapea Dodge.I 
Helgh-ho! and hurrah! for an April day, 
Its cloud, its sparkle, its skip aud stay! 
I mean to be happy whenever I may. 
And cry when I in u it; for that's my wav. 
■Wouldn't you 
Do it, too, 
lf you had been born ou an April day? 
T h e L a te s t A n tl-B u rg la r M achine. 
[New York Mercury.] 
The la te st an ti-b u rg lar inachiue throw n upon 
the m ark et fires off a sm all cannon, lights the gas, 
catches and binds the th ief, wakes up the fam ily, 
and then goes to the n ex t corner aud rouses tho 
slum bering .policem an. 
It is also used as a w it­ 
ness in court. 
Impression*. 
[Chicago Tribune.I 
’Twas a newly-painted doorstep, 
And the lassie—most unkind— 
Made him sit there ’till departing, 
He an impress left behind, 
’Twas a double Impress plainly— 
Let us slyly give the tips— 
There was oue upou the doorstep 
And another on her Ups. 
“ Come out of the W eeds.” 
[Texas Siftings.] 
The W om an’s C hristian Tem perance U nion a t 
Sau A ntonio passed som e resolutions tbe o th er 
day, one of which is to th e effect th a t: 
“ Thou­ 
sands of widows sit In hopeless weeds on account 
of strong d rin k .” Those widows ought to come 
out 
of tb e weeds rig h t off. 
W hat are those 
widows doing in the weeds, anyhow? Come ou* 
of the weeds. 
Bluebird*. 
[Harriet K Paine.! 
A dreamy haze of sunlight floats 
Across ttre shilling fields of snow, 
Aud. rippling through the glory, floe 
A few delicious liquid notes. 
It is tho first warm day of spring, 
When tender breezes wander by; 
And bluer than the soft blue sky 
I see the bluebirds’ radiant wing. 
Thy message, gentle bird. I know; 
Imm ortal hope thou brm gest me 
Of love aud beauty yet to be; 
Of summer sure beyond the suow. 
Good-by Jo h n . 
[New York Mercury.] 
A Long Island village clergym an, w ishing to 
Im press upon his congregation the g re a t im por­ 
tance of th e soul’s ta x a tio n , said: “ You m ay log?) 
horses, cattle, houses and lands, and they can ba 
regained; you may lose your wife, you can g e t 
another; b u t it you lose your soul — good-by 
Jo h n !” 
T h e Violin. 
[Henry S. Cornwell.] 
Some cunning spirit dwells within 
The aim cell of my violin. 
He sleeps; but at a touch—ah, thou! 
He wakes and leaps to life again. 
He laughs, and follows, as he sings, 
The sliding digit up tho strings. 
Or mingles in the mimic strain, 
Intense delight, extrem est pain. 
Love’s whispered passion, Faith’s low pray#!. 
Aud fierce arpeggios of despair, 
Or shaken with melodious sighs, 
For m usic’s very sweetness dies, 
T h e B ife re n c e in T astes. 


[N e w Haven Register.! 
It is quito th e idea lo r the aesthetic m aidens o f 
these agonizing tim es to p ain t on a large holly 
palette a single spray of w oodbine w ith a back. 
ground of autum n tin ts. 
Form erly it was con. 
sidered q u ite an accom plishm ent for a young lady 
to bo able to m ake “ quick biscuit” w ith o u t the 
least tin t of salcratus being visible in them , bu t 
the present generation longs fo r “ beauty.’’ 
S w eet W ife. 
[Charles Kingsley.] 
The world goes pp and the world goes down, 
Aud sunsh ne follows the rain; 
And yesterday s sneer, aud yesterday's frown, 
Can never come over again, 
Sweet w ile— 
No, never come over again. 
For woman is warm, though man be cold, 
And the night will ballow the day, 
Till the heart which at even was weary and old 
Can rise in the morning gay, 
Sweet wife— 
To its work in the morning gay. 
W h a t Puzzled th e Ped ler. 
[Rockland Courier.] 
“ Are you a B aptist?” inquired a R ockland 
woman of h er m ilkgentlem an, aa she noted th e 
color or th e liquid he was m easuring out. 
“ No, t 
am no t,” prom ptly rejoined the m ilkgentlem an. 
“ Why?” 
“ N othing —n o th in g ,” responded 
tb e 
woman, “ only I didn’t know .” 
And she w ent in to 
the house an d softly sh u t the door, w hile th e 
m ilkgentlem an stepped off the stoop and went; 
o u t the yard w ith several kinds of doubt gnaw ing, 
a t his heart. 
T h e Same Old Problem . 
[Malden Headlight.] 
“ Oh why should the spirit of mortal be proud!" 
A narrow road, with twining branches bowered; 
A pair of lovers whispering in the shade: 
A sigil, a blush, a softly whispered “yes,” 
A kiss, aud thus the old, old contract’s made. 
Ten years after. 
Three pairs of toeless boots require renewing; 
Three boys are waiting for the happy chance, 
That dad can buy another pair of breeches 
(His old ones going to the boys for pants). 
A grocer’s bill to meet, the w inter’s fuel, 
Kent next day week, and school books to be hadji 
The problem how to make oue dollar fifty 
Forever pressing on the happy dad. 
Twelve years later. 
Three lover’s o’er three maidens 60ftlv bending: 
Six heart* that beat as three wdl never sever; 
The same old problem’s looming in the distance— 
And thus the merry world goes on forever. 
A a Exception. 
[Lockport Union.] 
An E ast L ockport m an becom ing estran g ed 
from his c at m oistened her in the canal w ith a 
grindstone fo r a collar, introduced her to a w hite 
bulldog, ran her thro u g h a Blake stone-crusher 
three tim es, helped her the seventh tim e t« 
fricasseed lead from bis revolver, tied her to th o 
railroad track until she threw off a palace c ar, 
and finally p u t her into a hollow loc and burned; 
the log. 
Of course the gentle reader will say sho 
rang the door-bell next m orning and brought im 
BIX w hite and black k itten s. 
B ut she didn’t. 
A Slight M isunderstanding. 
[Philadelphia Times.] 
G eneral G ordou 
now receives 
considerabla 
atten tio n from the G eorgia papers. 
Am ong the 
m any bits of gossip about him is an anecdote, tho 
p oint of which is as follows: 
W hen im was about: 
to assault F orts S teadm an aud H askell, he and 
G eneral H ath w ent in to a little building to pray. 
W hile they were Kneeling In a corner they saw 
A rtjutent-G eneral Sol B eth standing a little way 
off. G ordon beckoned youug H etli to join them , 
The latter held up bls canteen and, shaking it, 
said: 
“No, I thank you; I ’ve ju st go t hold off 
som e.” 
G row ing Old. 
[Vandyke Brown.] 
At six—I well rem em ber when— 
I fancied all folks old at ten. 
But when I’d turned my first decade. 
Fifteen appeared more truly staid. 
But when the fifteenth ro u n d ed run, 
I thought none old till twenty-one. 
Then oddly, wheu I’d reached that age, 
I held that thirty made folks sage. 
But wheu my thirtieth year wai told, 
I said, "At twoscore men grow old!” 
Yet twoscore came and found me thrifty, 
And so I drew the line at titty. 
But when I reached that age, I swore 
None could be old until threescore! 
And here I am at sixty, now, 
As young as wheu at six, I trow! 
’T.s true, my hair Is somewhat gray, 
And that I use a cane today; 
’Tis true, these rogues about my knee 
Say “ Grandpa!” when they speak to me; 
But, bless your soul, I’m young as when 
I thought all people old at ten! 
Perhaps a little wiser grown— 
Perhaps some old illusions flown; 
But, wond’ring still, while years have rolled 
V\ hen is it that a man grows old? 
A Novelty I n Corsets. 
“ One of tbe literary sensational novelties,'’• 
w rites C lara Belle, “ Is th e electric corset, of 
which rival m an u factu rers display a variety. All 
are made on the principle of su b stitu tin g mag* 
netlzed steel strip s for the usual m etal or bone. 
Oue en terprising exhibitor has his co n triv an ce 
m ost ueatly fitted on a pretty girl and illu strates 
how com pletely she is lightning-bound by touch­ 
ing her c o rs e t'here and there witn a piece of 
steel. 
A 
spark 
drops 
out a t every 
con­ 
tact. 
W hat would happen it a m agnetic k in a 
of chap nuggea 
her 
can only be conjec­ 
tured. As she is on exhibition in a dim room 
the display of fireworks Is excellent, consider­ 
ing th at it doesn’t cost anything. 
B ut it is to r 
women only; not tb at there is anything indelicate 
about it, either, for the girl is all covered hut her 
arm s and neck, and is far less bare than the aver­ 
age belle a t a ball. Still, I suppose th a t men 
would jam tb a t store, and fight like m ad to get 
into tbe fro n t row, if she were made visible to 
th eir sex. ju st because she is arrayed iu her 
dim ity. T here seems to be a vast di'fference, to 
m en’s eyes, between the tweedle-dee ol an outer 
dress and the tweedle-dum of underclothing. 
I 
can’t understand why, b u t it is so. Nine men ou t 
of ten will rush wildly to a window to see a 
woman in flowing w hite across the way, and tu rn 
away disappointed when they find tb a t tbe snowy 
garment is a wrapper instead of a chemise.” 
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CHAPTER V II. 


U C N N B R O W N P R E P A R E S F O R T R E W O r.ST. 
“ Aid I D unn Brown, or ara I som ebody else?" 
•a id the astonished boy to him self, as he stood in 
th e street w ith the pocket-book in his hand. “ The 
lellow Mr. Dick calls Lord D uke says I was witn 
him and helped him rob poor Miss G rypton’s 
room . I begin to th in k he is lig h t, and th a t I am 
n o t D unn Brown, as I have always supposed.” 
The night was dark, but the m eeting w ith the 
b u rg lar had taken place near a street lam p, and 
D uke could not have helped seeing his face be­ 
fore he gave him the pocket-book. 
He hod seen 
Mr. Lord D uke plainly enough to know him if lie 
saw him again. 
Ho w'as a m an apparently about 
SO years old, and looked h efter than he talked or 
acted. He seemed to have business up the street, 
fo r he walked rapidly, and soon disappeared in a 
cross street. 
It was plain enough to D unn th a t Mr. Dick had 
em ployed this m an to visit this house on th e pres­ 
ent occasion to get the will ou t of the way. 
Ho 
had not pluck enough to steal the valuable docu­ 
m en t him self, and lie had taken th is m ethod of 
destroying it. Mr. Dick m ust have known in w hat 
draw er Miss G ryptou k ept her papers, and de­ 
scribed it to his m an. The villainy was all clear; 
b u t why had th e pocket-book been given to him 
in this extraordinary m anner? 
W ithout th in k in g where he was eoing, Dunn 
retraced his steps up the street, th in k in g all the 
tim e of the stran g e incident which had ju st oc­ 
curred. 
He th o u g h t w ith all his m ight, bu t the 
m ore he th o u g h t the more confident he becam e 
th a t it was no use to think about it. The whole 
affair was utterly inexplicable. 
W hether he was rig h t or wrong, he could not 
help reasoning th a t the pocket-book had been 
givcc to him iii o rd e rth a t it m ight be found upon 
him by the police, 
lie could uot believe it possi­ 
ble tb*at his m ovem ents had been know n to Mr. 
D uke and his com panion. 
As lie approached a street light, he exam ined 
th e pocket-book. I t was Miss G ryptou’s beyond a 
doubt. He bad seen it often before. 
She bad 
frequently unlocked the draw er in Ills presence 
•□ d taken money from it. 
It was large enough 
to take in bank ’hilts w ithout folding, and there 
was a great pile ol tnem in it. 
It also contained 
a huge bundle of papers; and D unn wondered Ii 
th e will was one of them . 
It was not quire lig h t 
•noitgii to enable him to read w riting, and he did 
n o t think it was prudent for him to be se n by 
any passing policem an. 
lf this pocket-book was found upon him , it 
•would surely convict him of being concerned iu 
th e robbery of the house. 
P erhaps this was w hat 
M r. Dick was trying to do. 
B ut D uun w anted to 
know w hether br not the will was am ong the 
papers. 
This was a vital question to settle. 
Mr. Dick 
w anted the will; he could see th a t plainly enough. 
Of course be would not be w illing to tru st it in 
th e hands of th e person the m ost interested in 
preserving it. 
If it was in the pocket-book, Mr. 
D ick could certainly have had no hfend in causing 
i t to be put in bis hands. If it was not th ere, it 
was possible th a t the whole affair was a tric k to 
g et him into trouble. 
W hile he was considering th e subject, he cam e 
to the arch in which the long talk bad taken 
place. H e looked in before lie ventured to enter, 
fo r Mr. Dick or Lord Duke m ight lie there. 
He 
crep t carefully th ro u g h it, and cam e to the gate 
of the back yard. 
The way seem ed to be all 
clear, and he entered the yard, and then the 
house. H e crep t like a cat up to ids cham ber. 
H ts lam p was still burning, us he had left it. 
He locked his door, and then asked him self 
w hat he should do if Mr. Dick cam e w ith a police­ 
m an. The m aster of the house had practically 
adm itted in D unn’s hearing th a t he had employed 
Irord D uke to break in td the house and taketh® 
will, if th ere was any to take. 
He was not likely, 
therefore, to call in the police, though ho m ight 
do so in order to keep up the farce ho was play­ 
ing. 
Duke had told Mr. Dick th a t be had given the 
pocket-book to the boy. Dunn knew th a t this 
was a falsehood; b u t perhaps his em ployer be­ 
lieved him. 
Mr. Dick had also told some lies, 
especially when be said he was as w illing to 
receive the will from the police as from the 
burglar. 
But D unn had the pocket-book in his 
baud, and he proceeded to open it. 
He was more interested in th e papers th an in 
th e money, and ho tim gave bls atten tio n to 
them . On the back of the very first paper in the 
bundle he read, “ will.” 
B eneath it was the full 
nam e of poor Miss G rvpton. 
He opened the 
paper. I t was only a single sheet of fool’s-cap. 
A t th e bottom of it w ere a seal and a num ber of 
nam es. 
Before D unn trad tim e to read th e will, or to 
g e t beyond th e first paragraph, he heard, o r 
■thought he beard, a noise in the lower p a rt of the 
■bouse. 
He hastily returned the docum ent to the 
ipocket-book, and concealed it under his coat, for 
It was too big to go into any pocket in b u clothes. 
H e opened the door and listened. He could hear 
n o th in g ; but Mr. D ick m ust soon retu rn , w ith or 
’w ith o u t the officers. 
Lord Duke bad told Mr. Dick th a t he had given 
th e pocket-book to the boy. 
W hether any officers 
cam e or not the new m aster of the house would lie 
likely to search him for the im p o rtan t papers. 
It 
,was not p ru d en t for him to retain them a m om ent 
[longer. 
W hat should he do w ith them ? If it had been 
In the daytim e he would have carried them at 
once to Mr. G ilfeatber. In a few m inutes more it 
adight be too late to do anything w ith them . 
■Without w aiting to arrive a t a conclusion he went 
dow n stairs, and m ade his way to the cellar. 
The rear of the cellar had form erly Peen used 
as a kitchen; bu t as poor Miss G ryptou had an 
active in terest in th e culinary affairs of her 
bouse, she bad taken p art of che yard to r an addi­ 
tion to the house, in which th e kitchen was at 
p resen t located. The old one was a so rt of lum ­ 
ber room. 
D unn lighted th e gas and looked about him. 
•The first th in g th a t attracted his attention was a 
tiu box. w hich bad once contained A lbert bis­ 
cuit. 
He p u t the pocket-book into th is box and 
closed it tig h t w ith tho cover. There was no cel­ 
la r under the new kitchen, but an old window 
opened into the space under it. 
He raised this 
window and craw led ttirough. O btaining a lam p 
and a shovel, he dug till the ground was so bard 
be could go co deeper. 
B ut the hole was a toot 
deep, and in it he buried the tin box. 
D unn did not expect the box to rem ain there 
m ore than a tow hours, for he intended to take it 
to Miss G rypton’s law yer as soon as this g en tle­ 
m an should reach his office on the com ing day. 
He had takeu the m oney out of the pocket-book. 
for be intended to give th a t to Mr. Dick and tell 
bim the whole tru th about his m eeting w ith Lord 
Duke in th e street. 
He fil.ed the hole, and trod down tho earth in 
It. He sm oothed over the hole, and then put a 
quantity of rubbish he found in there over tile 
spot. He was satisfied th a t the treasure would 
be secure until be could convey it to a place 
of safety. R eturning to the cellar, he p u t out 
the gas, and considered w hat he should do 
next- He was w illing to m eet Mr. Dick alone, but 
he did not like to be handed over to a policem an. 
He was determ ined to tell the tru th , not only be­ 
cause poor Miss G rypton had instructed him to do 
so under a1) circum stances, w hatever the conse­ 
quences m ight be. hu t because he preferred to 
tight the battle w ith Mr. Dick on real rath er than 
false issues. 
As soon as the will was in the hands of Mr. 011- 
feather D unn m eant to tell him all about th at, 
too. A tter all he had heard Mr. Dick say to Lord 
D uke about tne will, and after the vicious effort 
he had made to obtain it, D unn th o u g h t he ought 
no t to have th at. The m aster of the house seem ed 
to be absent a long tim e, and D unn w ondered 
w here he had gone. 
“ See here, Dudu Brown, are you doing w hat is 
rig h t and proper?’’ he said to him self, as he stood 
th in k in g of the situation. 
He could no t help 
thinking, though he changed bis m ind a dozen 
tim es in ten m inutes, th a t Mr. D ick would soon 
appear w ith one or m ore policem en. 
I t would he 
a rich thing for Mr. D ick to find two hundred and 
forty-tw o dollars in “ th a t boy’s ’’ pocket. 
D unn began to wish he had left the money in 
th e pocket-book, and th a t it was a foot under 
ground in the space beneath the cellar. Or w <at 
use would it be for him to tell th e m aster of the 
bouse, or the policem an, th a t the burglar had 
given him the money? The fact was so strange 
amt unaccountable th a t he could hardly believe it 
him self, and he could not blame others for being 
incredulous. 
Mr. Dick would certainly fasten the 
guilt of breaking into the bouse upou him. 
If Dunn told all he knew, no one would believe 
him . if Mr. Dick and the officers cam e while he 
was in the house, it would be a trap to him from 
which he could not escape. I t was safer to he 
• u t of the house than in it. By 9 o'clock tbe 
n ex t day, Mr. G ilfeatber should have the money, 
and be inform ed w here the will was, if he found 
it was not prudent to en ter the house to obtain it. 
Dunn went out the back way into Bowdoin street. 
H e crossed over to an arch on the other side of the 
way, where he could see any one com ing down th e 
street. 
B ut he had hardly obtained his position 
before he saw Mr. Dick com ing w ith tw o officers. 
They w ent into the arch, and into the house by 
th e back Way. 
AH Mr. Dick w anted was to have th e police see 
th a t tbe house had been robbed; th a t the draw er 
w hich had contained the pocket-book bad been 
broken io ta 
He was not likely to m ention bis 
interview w ith Lord Duke. 
As soon as tne m as­ 
te r of the house dism issed his visitors D unn 
would retu rn to the house and go to bed. 
I t was 
as easy as rolling off a log. 
While he was w aiting fo r th e officers to retire. 
D unn heard footsteps a short distance down the 
street. He did not care to be seen a t th a t un ­ 
seemly hour in tbe m orning; and the street lam p 
opposite shone directly into the arch. 
He con­ 
cluded th a t it would be safer for him to walk 
dow n tbe street, than to be caught in such a 
place if tne person approaching proved to be a 
policem an. 
An officer 
would 
certainly look 
sharply a t any person be saw in the stre et a t th a t 
bour. 
W hen D unn got into the street be saw th a t the 
person corning np was looking intently a t th e 
o t h e r side of the way. 
He was not a policem an, 
and this fact gave D unn more confidence. 
He 
•walked briskly down tb e street, and as be ap ­ 
proached the stranger, be decided to tak e no 
notice of him. He hoped bv the tim e he could 
w alk to tne foot of the street, the visitors a t 
B lanketv-blank would have finished th e ir business 
tn the house. 
••Mere. Donne, what are io u about? Yr My were 


you no t at th e place I told you?” dem anded the 
person; b u t Tis voice did not sound m uch like 
th a t of Mr. Duke. 
“ I d id n ’t know w here the place w as.” replied 
D unn, still continuing his walk down tho s t r e e t . 
“ You didn’t know where it was!” exclaim ed toe 
person. 
D unn looked into his face as they cam e to tho 
next street lam p. 
Beyond a doubt it was Mr. 
Lord Duke; hu t lie no longer usod an outlandish 
dialect in his speech. 
“ I have been w aiting a long tim e fo r you,” 
added Lord D uke. “ Come w ith me! We are late 
now, and this is our last day in A m erica.” 
D unn was not aw are of it before. 


CHARTER V III. 


T U E M IS T A K E O F A N IG H T -T I M E . 
By th is tim e Dunn Brown was satisfied th a t 
Lord Duke was m istaking him for some other boy. 
W as it possible th a t there was another Dunn 
Brown in the world? Du in had no end of trouble 
about bis nam e am ong tho boys a t school, and It 
did no t seem possible to him th a t there could be 
another fellow in the sam e fix. 
A nother person had taken p a rt in the robbery 
of the noose a t 
No. B lankty-blank Bowdoin 
street. D oubtless th is was the boy about whom 
both Mr. Dick and Lord Duke had said so m uch. 
Dunn thought it was ra th e r funny than otherw ise 
th a t the housebreaker should m istake him for Ins 
"p a l.” 
Surely “ m r Lord D uke” would not have 
given him the pocket-book containing tbe money 
and the will if he had not been reasonably con­ 
tinent be was the boy who had assisted in break­ 
ing open the draw er. 
Dunn was rath er surprised to find th a t he was 
not very m uch afraid of his dangerous com pan­ 
ion. 
He had heard Lord Duke th reaten to shoot 
Mr. D ick: and Mr. Dick had seem ed to be very 
much alarm ed; bu t it was now clear enough th at 
all this was a farce. 
It was not even certain th a t 
the burglar had a revolver in his pocket, though 
it was quite probable. 
“ I d id n ’t 
know this was our last day 
in 
A m erica,'’ said D unn, in reply to th e last rem ark 
of his com panion. 
“ You didn’t know it when we have been talk in g 
about it for a week,” answ ered Lord Duke, w ith 
a sort of chuckle. 
“ But we have no tim e to talk 
about th a t now. 
Why didn’t you come to the 
place I told you, Donne?” 
“ I d id n ’t know where the place w as,” replied 
D unn, giving the sam e reason as before. 
“ W hat has come over you, Donne? You are 
very strange to n ig h t,” added Duke, evidently 
puzzled by the answ ers of his com panion. 
“ I don’t think anything has come over me,” 
replied D unn. “ I am the sam e fellow I have 
alw ays been.” 
“ W hat do you moan by telling mo you did not 
know where the place was, when I told you all 
about it? ” added Duke, tak in g his com panion 
under the arm and quickening his pace. 
“ I m eant th a t I didn’t know where it w as.” 
“ T hat’s all bosh, Donne! Have you been d rin k ­ 
ing since we w ent into th at house ?’’ 
"N ot a drop. 
I never drink anything,” replied 
Dunn. 
“ T hat is the be«t joke you have made to n ig h t,” 
laughed Duke. “ You can drlu k more beer th an 
any boy of your years and w eight th a t I ever saw. 
even in London, where boys are brought u p o u 
beer.” 
" I never drank a glass of beer in my life, or 
anything else of the so rt,” protested Dunn. 
“ We have no tim e for jokes now, Donne!” 
added D uke, im patiently, as he dragged the boy 
along th e sidew alk a t a rapid rate. 
“ There is 
money in the house, and we c a id afford to lose 
it on our last night in A m erica.” • 
"B ut you are knocking the wino all out of me! 
I can ’t walk so fast,” pleaded Dunn. 
••We mean business, and we have no tim e to 
w aste.” 
“ But I ara all out of breath,” said D unn, 
whose agitation was no doubt the cause of his ill 
feeling, for he did not like the idea of being 
called into th e service of the b urglar; ami it 
began to look as though he was to he com pelled 
to do his share of the work. 
“ H ush up! You are drunk, and I am tak in g you 
home! 
H ere is a geevos com ing,” added D uke in 
a low tone. 
At the sam e tim e he began to toss D unn about 
in the uiost extraordinary m anner; and if ne did 
not act like a tipsy boy, it was not his conductor’s 
fault. 
The policem an paused to look a t Hie Inter­ 
esting couple; b u t he was fam iliar w ith such 
sights, and he did not think it was necessary to 
interfere, or even to m ake any rem arks. 
D unn tn o u g h t of appealing to the policem an 
and “ lettin g th e cat out or the hag.” B ut he hart 
ju st been dodging polio -men, and he could not at 
once m ake up his m ind to throw him self into tho 
arm s of the enem y, 
lie allowed the opportunity 
to pass by, and in a m om ent his com panion had 
hurried him out of th e reach of the officer. 
“ io u are very tipsy ton ig h t, D onne,” said 
Duke. 
“ You shouldn’t drink any beer when we 
have business on hand. I have told you th a t a 
dozen tim es before.” 
“ You never told me so before,” protested Dunn. 
“ W here are we going? I don’t w ant to go any 
fa rth e r.” 
“ W hat has come over th e boy?” dem anded 
D uke, evidently vw vtnueh puzzled at tbe conduct 
of his com panion. 
“ I never knew you to act like 
this before.” 
“ Whom do you take me to be?” asked D unn, out 
of b reath w ith his struggles to shake off his con­ 
du cto r, for he bad not been very tractable. 
“ W hat a question!" replied Duke. 
“ ’Bon my 
honor, I believe you have lost your w its! I take 
you to be Donne Brown, aud you are acting in a 
very rem arkable m anner. 
P erhaps you will tell 
m e’nex t th a t you are not Donne Brow n.” 
“ T hat is certainly my nam e.” replied D unn; 
but I never saw you before in my lire," puffed 
D unn, as his com panion dragged him around the 
corner into Temple street. 
“ Never saw me before in your life!” exclaim ed 
Duke, as he paused for a m om ent near a street 
lamp. 
Lord D uke looked him carefully in tb e face, and 
the result of his scrutiny seem ed to be entirely 
satisfactory, for he started up the hill as though 
he had only a m om ent m ore to live. 
“ You are Donne Brown, and no m istake; and I 
shouldn’t know you any better if your m otlier 
should tell me so at th is instant. But w hat has 
come over you? You never acted like this before.” 
“ I never had occasion to do so,” replied D unn. 
“ I c an ’t go any farth er!” 
D unn allowed his legs to drop out from under 
him , as it were; aud if Duke bad not supported 
bim he would have sunk upon the sidew alk, 
it 
was not a t all funny a t the present m om ent, and 
the victim wished him self out of the scrape. 
“ W hat ails you, Donne? Are you going hack on 
me now, ju st as the hest thing we ever had is 
open to us? B ut I will not be tooled in this 
m anner!” said Duke, angrily. 
“ I ain tired out, and I can ’t tak e another step ,” 
replied Duke, trying to consider w hether it was 
safe for him to quarrel w ith the dangerous m an 
a t his side. 
“ Rest you a m inute, th en ,” added th e burglar, 
giving up th e struggle to drag him along. 
“ You 
act as though you had no h eart a t all In tbe 
]ob.” 
“ I haven’t,” answ ered D unn, still trying to 
make up his m ind w hat it was hest for blin to do. 
“ ’Bon my honor, if I didn’t know it was you, I 
should say it was not Donne Brown. B ut come 
along, now; 
we can ’t w aste any m ore tim e,” 
added Duke, as he seized tbe boy en d er tne arm 
again. 
D unn had got his breath agaiti. 
He had m ade 
pp ids m ind th a t his com panion would knock bis 
brains ou t if he understood the situation and 
com prehended th a t 
he 
hart t'k e n an entire 
stran g er into his confidence. 
It is not safe, th ere­ 
fore, for him to make a decided dem onstration, 
as he would gladly have done if he had dared. 
“ Hero we are, ’ said Duke, when they had 
walked som e distance farther. “This is the house; 
and I am sure there is a pile of m oney in it.’’ 
“How do you know there is?” asked D unn, 
deem ing it necessary to divert any suspicion lrom 
him self fo r a little while longer. 
“ I picked up the inform ation in the usual way,” 
replied Duke. 
D unn did not deem it advisable to inquire w hat 
the usual way was; hut he did not feel a t all at 
home on the subject. 
“ We have to open a safe in th e din in e room —a 
safe th a t is built into tbe dining room ; and we 
have none too m uch tim e,” added Duke, as he 
dragged D unn into an arch leading to the rear of 
the house. 
“ But it is not a strong affair, aud I 
hope it w on’t take long to m ake a hole in it.” 
D unn did not like the looks of things a t all, 
though he did not see how be was to get out or 
the scrape ju st yet. 
But he m ade up his m ind 
th a t the house should not he robbed, even lf he 
was shot for preventing the doing of tho deed. 
“ Come, Donne, he alive,” continued Duke, In 
a w hisper, as he seized tbe boy by a leg and au 
an n , and hoisted him up to tne top of the fence 
th a t enclosed the back yard. 
"M ind your eye, 
now, and don’t m ake a particle of noise.” 
D unn was rath er glad of the opportunity to 
place th e fence between him self and bls danger­ 
ous friend. He lowered him self down into the 
vard. 
Once in th is position he felt th a t ho was 
in a trap , w ith an enem y on each side of bim. 
He did n o t feel safe, and he th o u g h t he should 
have a butter cliauce to escape a t another stage 
of the proceedings. 
There was a Heavy bolt on the inside of the 
gate, .lu st now it kept Dunn iu, as well as D uke 
out. lf tho inm ates ot the house discovered him 
in the yard they m ight indulge in revolver shoot­ 
ing, w ith him self as a m ark. On the other hand, 
D uke w ould shoot him , or knock bis brains out if 
he did no t go forw ard w ith the work required of 
him . N ot caring to be attacked w ith dangerous 
weapons on either side, he drew the bolt, and 
Duke cam e into tb e yard. 
The b u rg lar led the way to the lower windows 
of the house, which were’p ro tected by iron bars. 
With som e sort of a tool, which D unn could not 
see, Duke unfastened the w indow on the inside 
alm ost in th e tw inkling of an eye. 
W orking like 
a cat a tte r a mouse, he raised the lower sash. 
“ Now. in with you!” said Duke, Im patiently, 
though In a hardly perceptible w hisper, as lie 
began to crowd tbe boy through the space betw een 
a couple of tbe iron bars. 
D unn would not have believed it possible to 
work his way through the bars, h u t Duke contin­ 
ued to shove his body aud work him about as 
though he had been a gim let, until he found him ­ 
self on the inside of the grating. 
H e was told to 
unfasten a door loading into the yard. It was very 
dark in th e house, and be could see nothing, but 
he had observed the position of the door from tne 
outside, and he moved in th a t direction. 
From tne feeling of things he judged th a t he 
had landed in the kitchen of the house. H e found 
a door leading into an entry, and a t the end of 
this ne found the door he had seen on the outside. 
On its own m erits he was glad to find th e door, 
for be regarded it the m eans of g ettin g out, while 
his com panion looked upon it aa th e m eans of 
getting in. 
But D unn, who bad tbe fear of God and th e 
governor before him , could no t forger, th a t he 
was Inside, whUe his dangerous com panion was 
outside of tbe house. 
Upon the boy devolved th e 
responsibility of lettin g him in or keeping bim 
out. F eariu l as he was of bodily barm . if be re­ 
fused tv do tb e bidding of Duke, be felt th a t be 


alone would be guilty lf be allowed [luke to 
enter. 
W hile ho was feeling about the door, he saw a 
few rays of light in the kit. hen. 
They fell upon 
a whore bundle of bell wire*. 
Dunn seized them 
with a desperate hand, ami pulled and tw itched 
w ith all his m ight. 
Not less than a dozen hells iu 
the basem ent and the floor above began to jingle 
aud rattle. 


CH APTER IX. 


T H E L A S T K I G H T IN A M E R IC A . 
Dunn Brown was sure th a t he hart found a way 
to prevent the plan for the burglary of tho house 
(rom being carried out. 
Hu continued to jerk 
away at th e bundle of bell-wires in his hand until 
it seem ed as though the inm ates of pandem onium 
had broken loose in the quiet m ansion iu Temple 
street. The house was well supplied w ith hells. 
Soma of the w ires evidently came down from the 
tipper parrs of the house, ami led hack to the floor 
above. 
One of the wires connected w ith a good-sized 
gong, which sounded a- though a steam tire- 
engine was com ing. 
A whole strin g of jinglers 
were rattlin g in the kitchen, and it was evident 
th a t tile en tire household would soon be down 
stairs to see w hat the m atter was. 
While Dunn was feeling for the bolt on the hack 
door Duke had lighted a dark lantern, the m agni­ 
fied ra ts from which had revealed the bell wires 
to Dunn. 
But the boy had found the holt, and as 
soon as he was satisfied th a t he had fully alarm ed 
the house, he hastened to secure his own retreat. 
lie reasoned th at, though he had done a benev­ 
olent work in fru stratin g the robbery, he was not 
ju s t then iii a situation to claim the credit of iii* 
disinterested labors. 
If he was found In the 
house it would take a long tim e for him to con­ 
vince the inm ates of the m ansion th a t ho was 
there for a benevolent purpose. 
They would he 
unreasonable enough to charge him w ith being a 
burglar him self, tb au which nothing could he 
farth er from Ids desire and purpose. 
U nder tbe 
circum stances he did uot feel disposed to blame 
them tor their anticipated action. 
Dunn drew the bolt and hastened into tho yard. 
Ho hoard several windows opened, 
He felt a 
conscious pride th a t he batt done his work well. 
No one would rob th a t house in the m idst of all 
th a t racket. 
He found Duke a t Hie gate. 
He 
was sorry to find hun there. 
He wished the burg­ 
lar had not been chivalrous, and had sought his 
own safety, leaving him to take care of himself. 
“ Come. Donne, he alive! No job in th a t house 
this m orning!” exclaim ed D uke, and he seized 
Dunn under the arm . as he had conducted him 
before. 
“ Be as drunk as you were before," added 
the villain, thus developing ins plan of escape, 
“ in case any one appeared in tile stre et.” 
But no one was in tire street. 
It was hardly 
tim e for an y o n e to appear yet. 
Duke dragged 
his com panion up .the hill a short di-tance, and 
then turned into a cioss street. 
Ile did not hurry 
now. 
W hen he heard footsteps in the street ho 
had ju st left, he began to reel and stagger him ­ 
self, as though ho intended to play tilt! game of 
two d ru n k ard s reeling hom e after a n ig h t’s 
debauch. 
As they cam e to tho corner of the n ex t street a 
policem an suddenly bobbed up in front of them . 
But Duko seem ed to he more than equal to the 
occasion. 
Ho rolled about like a ship in a gale 
and flopped Dunn about as though he were the 
jolly-boat of the sam e vessel. 
“ i dzty, ole boy, th ere’s zouse over th ere full of 
tin-tm -tin-uab-nab-blations, ole boy. 
The zpirits 
got loose, and all of ’era’s raising Caln. 
Women 
zyclling—dzplrits loose,” said Duke, jerk in g out 
the words w ith g reat labor. 
••I should think the spirits w ere loose, but they 
have tightened you up very badly, aud you had 
b etter hurry homo or you w on’t get sober in sea­ 
son to r b reak fast,” replied the officer. 
“ Za big row over zar !” continued Duke, point­ 
ing iu the direction from which lie had ju st come. 
“ Zome p ’licem an broke in zouie zouse, or zouzo 
broke in zome p’licom an, dzon’t kuow w hich,” 
added Duke. 
B ut th e officer did not care to hear any more. 
He w atched the in terestin g couple for a m om ent 
till he was satisfied they would he able to navi­ 
gate to th eir home, and then w ent on. 
D unn 
w auted to state his case to him , but be dared not 
oneu Ins m outh while be was in the grip of his 
dangerous com panion. 
A fter a while the pair reached Beacon street, 
and tnovod down tow ards Trem ont. Though there 
seemed to be no need of the farce Duke liept it up 
till they reached the Bai te r House. 
Ho dragged 
his unw illing com panion up the steps aud into 
the vestibule of the hotel. The ch aracter of Mr. 
Lord Duke was very m uch 
changed 
during 
D unn’s short acquaintance w ith nim . 
At first lie 
had been a cocKuey E nglishm an of the lowest 
class, using tbe vilest dialect th a t could pass for 
the B riton’s noble tongue; now he spoke a pure 
language, though he still pronounced certain 
words in Loudon style, which was not very differ­ 
en t lrom the vernacular et the rural Y erm ontcr. 
In spite of some doubts on the p a rt of Mr. 
Dick, Lord Duke appeared to he lodging a t the 
B a r k e r House. 
Ho got over m ost of his intoxica­ 
tion the m om ent he was in the vestibule of the 
hotel. 
lie spoke to tho n ig h t porter in an easy 
m anner, as though be was entirely at home, aud 
then dragged Dunu up the stairs. 
“ I don’t care about going any fa rth e r,” sug­ 
gested Dunu, when they reached the head of tim 
first flight. 
“ My room is up three flights more,” said D uke, 
laughing. 
“ It was too had to pu t a gentlem an up 
at the top of tho house, but I could not do any 
better. Donne. 
Come along, and you shall have a 
good sleep till m orning.” 
"I will go no farth er,” replied D unn, who 
thougnt he had seen quite enough of th e bur­ 
glar. 
“ Did you say yon wouldn’t, D onne?” asked 
Duke in a sweet tone, as be th ru st the muzzle of 
a sm all revolver into the face of the boy.” J u st 
look into tbe m outh of th is persuader. 
I can ’t 
see w hat has come over you, Donne. 
You behave 
in the m ost extrao rd in ary m anner. 
You w asn’t 
so a t all, you know, when we brat m et to atten d 
to the house in Bowdoin street. 
I can’t explain 
it. 
But we won’t stop here.” 
D unn looked into the m outh of the “ persuader” 
and m ade up his m ind th at it was more p rudent 
to go forw ard th an to retreat. D uke in tim ated 
th a t he was to go ahead of bim . and he did so. 
Following a loug passageway nearly to th e rear 
ct the house, D uke halted before a door and care­ 
fully exam ined toe num ber, for the entry was hut 
dim ly lighted. Taking a key from his pocket, he 
opened the door aud made a m otion for D unn to 
g o IU. 
Tile room contained two beds. On a chair wa# 
a blaek valise, which doubtless belonged to Duke. 
The burglar lighted the gas, and D unn had a net 
te r chance to see bis com panion than he had 
had before. 
He hoped Duke would see th a t he 
was not the person he had taken him for, though 
he was uot sure Bilch a discovery would help his 
case at all. If Duke ascertained th a t he had given 
the pocket-book to tile wrong individual he Would 
he likely to m ake things very unpleasant for bim. 
D unn was not quite sure' th a t he wanted his 
com puniou to get at the tru th of the situation, 
after all. 
He was in dauger if he aid, and he was 
in danger if ne did not. 
In either case lie would 
w ant tile pocket-book, and D unn was not In con­ 
dition to produce it ju st then, 
lf he made any 
m ovem ent, he was invited to look into tho barrel 
of a revolver. 
He wondered how it would all end. 
Lord Duke closed the door and locked it as soon 
as lie had lighted the gas. 
Then he pulled off his 
c o a t and threw it on one of the heils. 
Dunn was 
as nearly tired out as lie could be, for Hie excite­ 
m ent, as well as tho am ount of physical exercise 
he had taken, was a heavy strain upon him. 
“ Here we are, D onne,” said Duke, as he halted 
in fro n t of his victim . 
“ We have not done a good 
nig h t's worn a t all for the last one In A m erica. 
I 
ought to have known th a t the house in Temple 
street was rigged w ith H a t electrical heil busi­ 
ness.” 
“ All rig h t,” thought D uun, hut he did not th in k 
it prudent to say so. 
“ We got nothing there, where I was sure of at 
least $1000,” continued Duke, moodily. 
“ Then 
th a t G ryptou w ent back on me when I expected 
$2000 dollars ou t of him. 
All we got was the 
pocket-book and the plunder in it. 
W hat have 
you done w ith the pocket-book, Donne?” 
“ I pu t it in a sate place,” replied D unn, a t a 
venture. 
lf tbe cold sw eat did not sta rt on tho brow of 
tho victim when the pocket-book was introduced, 
it was because he was g ettin g used to being in 
tig h t places. 
“ Don’t lose It, Donne, my dear,” added Duke, 
affectionately; and it was evident to the victim 
th a t his captor was thinking of something*else, 
though the pocket-book was sure to come up again 
very soon. 
“ I w ou’t lose it, you may be sure of th a t,” re­ 
plied D uun, w illing to com fort his com panion 
when he could consistently do so. 
“ Did you look it over to see w hat was in it, 
Donne?’* asked Duke, in a l ather indifferent tone, 
as though his m ind was still on som ething else. 
“ I did .” 
“ Do you ’appen to know w hether there was such 
a docum ent in it as a w ill? Could you tell a will 
if you saw one, D onne?” 
“ I should kuow it was a will if it was m arked 
so, as th is one was," replied D unn, who could 
not m ake up bis m ind w hether or not be was 
acting wisely in telling even Duke of the existence 
of the instrum ent. 
“ Then there was a will in the pocket-book?” 
inquired Duke, w ith som e display of interest. 
“ There was; and it was ihe first paper I looked 
a t,” answ ered Dunn. 
“ And w hat did you do w ith it, my dear boy?” 
“ I left ii a t the house,” said D uun, bracing up 
his nerves to m eet a stirm . 
B ut none cam e, for he happened to b it it rig h t 
in some way, th o ’ he knew not how. 
“ T hat’s all right, D onne; we will call at the 
house on our way to the steam er. 
But I have 
one more case o d my hands. I worked it up la st 
n ig h t after you left tne.” 
“ W hat tim e was it when I left yon last night?" 
asked D unn,w ho wisiied to obtain a b etter know l­ 
edge of his own m ovem ents. 
“ It was ten o’clock. 
D idn’t yon hear the clock 
on tbe church near here strike the hour, D onne?” 
D unn did not rem em ber hearing it; but he 
th o u g h t he would not say anything. 
“ A lter y o u left me, I m et a gentlem an who is 
going to E ngland iu the Palm yra with us?” con­ 
tinued Dulce. 
“ Going w ith us?” repeated D unn. 
“ Not exactly w ith us, bu t in the Palm yra. 
He 
bas never been across the ocean, and it is a big 
th in g to him. 
I m et him in th e bar-room , and he 
was pretty full. 
He told me all about his affairs, 
and asked my advice about bls m oney m atters. 
I 
found he had 500 sovereigns he had bought for 
tb e journey. W e drank turee tim es, and he loved 
m e J ike a brother by th a t tim e. He took me to 
his room, and showed me how he carried his 
m oney; and I gave him a good deal of good advice. 
He room s on this floor.” 
J u s t then there was a peculiar rap a t tbe door. 
D uke sprang to his feet and looked a t D unn. 
Then ne opened tbe door. No one waa there. 


I ll health generally comes from lack of tbe 
proper life forces in the blood. To restore the 
bleed Ie A healthy state use Brown’s Iron Hitters. 


D uke walked tow ards th e fro n t of the house. 
D unn left anil w ent Hie other way. Ho turned a 
corner in the Hail and listened, 
d u s tm e n Dunn saw a bn] nbout his < \vn slzo 
en ter Hie room he hail left. A m om ent later, Duko 
retu rn ed , w ent in aud locked the door. 


C H A P T E R X'. 
D I N N B R O W N AN D DIR D O U B L E . 
D unn Brow n’s corner was only a few feet from 
the door of Mr. Lord D uke’s room. The boy knew 
h u t one way out of the house, w hich was the one 
by w hich he had come in. and lie did not care to 
get lost in the maze of halls and entries. 
Ile dill 
not go beyond the corner, but he keiit an eye on 
the m ovem ents of tho enem y, who occupied the 
only known lino of retreat. 
As soon as D unn got his position and looked out 
into the entry, he saw the boy who had gone into 
the room w ith Duke standing in th e m iddle of the 
space, near a staircase. 
Ho concluded that the 
t oy had knocked a t tho door, and thou dodged a 
little way down the stairs. 
This was the only 
way lie comd explain the p resen t situation'. 
W hen Duke returned lrom His visit to the other 
end of the long hun he joined tho boy, and they 
entered tbe room together. 
Dunn concluded th at tills was the young gentle­ 
m an for whom he had him self been m istaken. At 
any rate Duke dirt not seem to he a t all surprised 
to find Hic boy in the p articu lar place where ho 
had joined hun. 
Ho m ust be D onne Brown, 
though Duke pronounced his nam e precisely as 
D unn pronounced his own. 
In spite of the peril of lits present position 
D unn was deeply Interested in the situation, ll. 
th o u g h t it probable th a t th ere would be “ music" 
iii th a t room very soon. 
B ut perhaps Duke would 
be no more inclined to listen to his “ double” than 
lie had been to hear him . 
He w ould not believe 
Dunn when he told him lie was not the person lie 
took him to be, and why should he believe Donne 
when lie denied, as he m ust, any knowledge of 
some of the events which had occurred since the 
robbery of the house iii Bowdoin street. 
D unn’s curiosity and possibly ins inborn love of 
fun tem pted him to lin te r near th a t door for fur­ 
th er developm ents. 
B ut neither of these alone 
would have governed his action, 
lie was not 
quite sure that. he could find his way down stairs 
in the sem i-darkness of the house; and it lie suc­ 
ceeded In reaching tile vestibule lie would have 
to encounter Hie porter, who m ight not penult 
Ii I rn to leave. 
Ile had $242 in his hip pocket, and tbe money 
seemed to him to ho an elem ent of danger iii ids 
gettin g out of the house. The p o rter did not 
know him. 
It was not probable th a t he hart no­ 
ticed him when lie cam e in, and lie would ut least 
w ant to Know w hether tie had paid his hill before 
bo left the hotel. Besides, he did not think highly 
enougti of Lord Duke to be w illing to say that he 
had come into the house with him. 
On tho whole it wa* safer to stay in the hotel 
till a fte r daylight, especially as th ere was no 
other place to which he cared to- go under iii* 
present circum stances, 
D unn took off ins shoes 
and pu t one into each of the side pockets of his 
sack coat, so th a t he could step w ithout noise in 
case it should be necessary to move in haste. 
Ile 
crep t sol tty over to Hie door oi D uke’s room. 
The uoor was locked, bu t there was a transom 
over it, which had been le u open. 
Though it bud 
takeu a good while to tell w hat D unn tnought in 
regard to Ids situation it did no t take many sec­ 
onds to th in k it. By the titno the door was locked 
and the two persons Inside w ere in position to 
resum e the conversation wiilch had been inter­ 
rupted Dunn. was at Ins post. outside of tHo door. 
But he kept an eye on the stairs, not ten feet from 
the door, as a lino of retreat in case of necessity, 
and ho was confident he could get out of sight bv 
Hie tim e the burglar could reach th e door and 
unlock it. 
“ I brought you th e brandy, ray lord,” said the 
boy. D oubtless he handed him the bottle, though 
Duun could not hear this done. 
“ But I thougnt 
I should never see you again.” 
“ W hat aro you talk in g about? Do you know, 
Donne, I thiuk you iiave gone crazy, clean halt? 
I have told you this halt a dozen tim es before. 
You talk and aet in the m ost ex trao rd in ary m an­ 
ner tonight. I suppose you will tell m e again soon 
th a t you are not Donne B row n,” rep'ied Duko. 
"I uon’t believe I shall. 
Do you th in k I don’t 
know my own nam e?’’ laughed tho boy. 
“I never 
said I wasn’t D onne Brown, for I kuow I am, 
every tim e; and d o n 't you fo rg et It!” 
D unu woudered if ids voice Bounded like t Hat 
of Donne, 
lie found him self quite unable to 
lorifi an opinion on th is subject. 
But Dunn 
knew th a t he did not use slang, lu r everything ol 
the kind had been Miss G rypton’s particular 
abom ination. 
"A s I was telling you when I w ent out, Mr. Ill it g- 
bowen s room is on' this floor,” continued Duke, 
who did not seem to have the rem otest suspicion 
th at he had changed com panions a t tho time he 
had gone to tile uoor. 
“ M ister W ho?” dem anded Donne, interrupting 
him. 
“ M r.Ringbow en; I believe I did not m ention his 
nam e before. 
He is the man who was on a little 
bender last n ig h t,” Duko proceeded. 
“ You d id n ’t tell me anything a t all about him !” 
exclaim ed Donne. 
“There you are again!” added Duke, In a tone 
th at indicated his im patience at the rem arkable 
conduct of his com panion. “ D idn't I tell you he 
had UUU sovereigns, and th a t lie showed me where 
lie kept bis treasure? 
I suppose you will deny 
that, too. D idn’t I tell you he was going to E ng­ 
land w ith us in the P alm yra? Of course I dlun’t, 
Donne!” 
•• I’m very sure you d id n ’t tell me anything of 
the kind,” protested tho boy. “ I haven’t seen 
you since you sent me a fte r the brandy when we 
cam e ou t of the house in Bowdoin street.” 
“ ’Bon my honor, you are getting worse and 
worse, Doune. 
You have quite lost your senses. 
I forgot all about tho brandy; but now I think of 
it, I think we wilt give some attention to th a t sub­ 
je c t,” said Duke, chuckling as though he rath er 
enjoyed the confusion of ideas between him aud 
his associate. 
Dunn heard th e rattle of a glass on th e m arble 
wash stand. 
“ T hat rem inds roe th a t you said you had never 
tasted beer or liquor of any kind in your life; 
and, Donne, th a t was the biggest lie you ever told 
in your life,” continued Duke. 
“ I never said any such thing to you tonight, 
nor a t any tim e in the whole course of my life, 
my L ora,” answ ered Donne warmly. 
“T h at’s ju st w hat I thought you would sav! 
You have been talking th a t way all night. But 
no m atter; as I was saying to you, Mr. Ulughoweu 
has money enough to make un spine ol our losses 
tonight, and it is no more than lair th a t he should 
do so. 
I am glad you b ro u g h tth is brandy, though 
I had forgotten all about it, for I th in k lie will he 
shaky, and will need half a dozen glasses or so to 
stead"} his nerves before ho goes on hoard of the 
Palm yra. 
We m ust he a t tile steam er’s w harf at 
E ast Boston by 9 o’clock, and I shall have to 
atten d to Ills case.” 
“ I th in k you can do it,” added Donne. 
“That 
will pay our expenses on tho other side. 
How 
m any dollars are there in BUU sovereigns, my 
Lord?” 
“ Nearly $3000, Donne. You said you had the 
will in a safe place,” said Duke; and Dunn judged 
by his tone th a t he was thinking up some oth9r 
scheme. 
"I didn’t say anything about the will, and I 
don’t know anything about it, eith er,” replied 
Donne. 
“ See here, Donne, you nave carried this joke 
about far enough. 
I gave you the pocket-book 
containing the m oney and the papers and you told 
me you had pu t it iu a safe place,” replied Duke, 
quite seriously. 
“ You a id u ’t give me the pocket-book; I didn’t 
say I had put it in a safe place, because I haven’t 
seen it since you took it ou t of the draw er in the 
house,” answ ered Donne, w ith no little spirit. 
“ Have done w ith it, Donne. No more nonsense! 
If you w ant the m oney, keep it, and th at will he a 
fair divvy, bu t don’t He any m ore,” rem onstrated 
Duke, now very m uch in earnest. “ There is tile 
clock strik in g 4 and we have no more tim e to fool 
aw ay.” 
“ I don’t know w hat you mean, my Lord. I 
have told you tire tru th . 
Upon my word, I be­ 
lieve you Dave lost your senses. 
You talk cl 
things I never heard of, aud then blame me be­ 
cause I d o n 't understand you. 
You didn’t cive 
me tbe pocket-book, aud I haven’t said a word to 
you about it.” 
"D idn’t you tell me in th is very room, ju st be­ 
fore I w ent ou t in the hall to see w hat th a t noise 
was, th a t you had carried tbe will to the house, 
and had it in a safe place, Donne?” dem anded 
Duke. 
"No, I d id n ’t tell yon any such thing, or any­ 
th in g else before you w ent out into the entry!” 
protested Donne. 
“ The tirst I saw of you a tte r 
you sen t me for th e branny was when I m et you 
iu the flail, and we cam e into this room to­ 
g eth er.” 
“ How m uch brandy have you drank tonight, 
Donne? 
I had tne idea th a t you were drunk be­ 
fore; and I am sure of it now,” added Duke. 
“ Look me in the face, Donne! 
Do you mean to 
tell me th a t you have not been in this room all 
the tim e since we cam e in from the house in Tem­ 
ple street?” 
“ I mean to tell you th a t, and nothing else, and 
don’t you forget it!” answ ered Donne, who was 
evidently g ettin g a little angry, as well as his 
com panion. 
“T hat beats m e!” exclaim ed Duke, and Dunn 
could bear a long gasp w ith it. 
“ Were you w ith 
me when we run into the electric hells in Temple 
street?” 
“ I was not! I w ent over there a fte r I got the 
brandy. 
I was chased by a gbevus when I w ent 
down Bowdoin street, and It took me an bour 
before I could double on him ana get to Temple 
street, w here you told me to go. 
I round a lot of 
people in the street, and tn e whole bouse lighted 
up as though they were having a bali there. I 
asked a man w hat the m atter was, and he told 
me some one had tried to rob the house, and ail 
tbe hells had set to ringing of th eir own accord; 
and they th o u g h t the devil was in the house. 
Then I cam e up here; and it was half an hour 
before tbe norter woald let me come up stairs, 
though I showed him your nam e and mine on the 
book. 
He sen t for ano th er fellow who saw me 
last n ig h t before he w ould let me come up. 
T hat—” 
“ Cut it short, D onne,” in terru p ted Duke, im pa­ 
tiently. 
“Do I believe I am dead and buried? 
Nu; I ani here in tbe flesh. 
You can’t persuade 
me th a t I am dead and buried. 
W ere you in this 
room before I w ent out in to tho hall? You were, 
for I was talking w ith you. 
I heard your voice, 
as I beard it when you denied the tru th . 
No, no, 
D onne; don’t try to deceive your best friend. 
Keep the m oney, and don’t say anything more 
about it.” 
This last was more in grief th an in anger. Lord 
Duke was as certain of his position as he could be 
of anything in this world. 
D unn thought be 
should like to see th e young gentlem an in the 
room w itn th e burglar. 
T h at boy and himself 
m ust look very m uch alike. 
“ You have the w ill—please don’t deny It again. 
I gave it to you and you said you had it once. 
I 
want you to go to that Grypton, get $2900 ou i of 


him , or th e will shall be sent to the court before 
nnou,” continued Duke, mildly. 
“ I will go," ronliert Donne. 
“ If you w ill, I th in k I had netter go too,” said 
Dunn to him self; as lie crop! away from the door, 
and then ran down the stairs as fast as ne could. 
On the way he slipped on his shoes. 
The porter would let h i m out, for lie hart ju s t 
adm itted 
his double. 
R eaching tile house in 
Bowdoin street, he got in by the hack " ay, and 
w e n t to bed. 
Ile did not wake till stvon; and 
t h e n he heard a violent controversy d o w n sta irs 
beeween Mr. D ick an a his double. 


CHAPTER XI. 
MR. D I C K I AHORS I N K E R FA I M T L M IS G IV IN G S . 
Mr. laird D uke’s business was such th a t he could 
not leave the hotel; In other w orts, lie hart to rob 
Mr. Ringbow en of his BOO sovereigns before ho 
wont on hoard of the steam er on his wav to E ng­ 
land. The bottle of brandy for w hich D onne 
Brown had been sen t in tho n ig h t was to be the 
principal agent In 
accom plishing 
th is work. 
Duke was no doubt plying his victim w ith the 
liquor a t the m om ent when D unn waked and 
heard Hie controversy on the lower floor. 
Dunn hastened to dress him self, for he had not 
intended to sleep so long, though he was very 
tired. 
Ho felt th a t lie had a g re a t deal of b u si­ 
ness on his hands, w hich he was anxious to im ­ 
pose of in -uich a m anner as to satisfy his con­ 
science. 
Doubtless Mr. R ingbow en 'was vprv 
foolish to drink mnro brandy th an lie could carry. 
and very foolish to drink any at all if he had not 
the pow er to control the quantity. 
Men w ith six 
hundred pounds in gold had b e tte r let liquor 
alone, or get a letter of credit w hen they go 
abroad. 
B ut it Mr. Ringbowen chose the w orse of tho 
two, It was no reason why he should be robbed. 
As an em bryo citizen of the great republic, Dunn 
felt th at It was his duty to step betw een the rob­ 
ber and his V i c t i m , not in person, blit through 
the chosen representatives of tile I i w ; and lie in­ 
tended to d o lt. 
W hen ho had dressed him self, 
and had com pleted the m inor details of ins toilet, 
he carefully opened th e dour of his room. 
He 
found th a t Mr. Dick and Donne were in the ball 
below, for the form er had not th e politeness to 
invite hts early guest into the fro n t parlor, or 
even into the dining-room in the rear. 
"You young villain, how dare von come to me 
with such a request?" dem anded Mr. Dick, i n a 
tone loud enough to no heard all over the house. 
Dunn wondered how far along they had got 
when he opened his door, and lie concluded from 
w hat he heard th a t th e parties to the negotiation 
had not made much progress. 
“ If you don’t w ant to do anything about the 
m atter. Mr. G rvpton, th e gentlem an who sent me 
here will send tho docum ent to some co u rt, I for­ 
get the nam e of it. blit I daresay von will know 
all about it,” added Donne, Hie n etter diplom at 
of the two, inasm uch as ii could keep his tem per, 
or at least ho did so oil the present occasion. 
"I will have nothing a t all to do w ith von. v o n 
vagabond!” exclaim ed Mr. Dick; b u t th o r e a d e r 
w h o knows som ething a b o u t him, will doubt 
w h e t h e r lie was doing anything more th a n evap­ 
orating a certain q u an tity of v irtuous indigna- 
t ion. 
"I won’t trouble von any more, sir.” replied 
Donne, as lie moved tow ards tile door. 
“ B at I will trouble von some m ore, von little 
villain!” retorted Mr. Dick. “ W here h iv e von 
been all night?” 
I w ent to your cham ber at 3.30 
this m orning, and you were u t th ere." 
“ I was out on b u s i n e s s , ’' r e p l i e d D o n n e . 
“ You bad a hand in robbing th is bo use last 
night, and lf you don’t, spend tho n ex t ten veers 
in the S tate orison o utlie house of correction It 
w ont bo my fau lt,” continued Mr. Dick. 
“ And it' w ill be m i n e lf I do, Mr. G rypton,” 
answ ered Doune, asch ecrtu llv as th o u g h prisons 
were only a myth. 
“ But when a g e n t l e m a n liv­ 
ing a t blankty-blank Bowdoin stre et hires a friend 
of m ine to rob his house for him I d o n ’t feel much 
scared about it.” 
"H ush, you young villain!” 
Mr. Dick hail evidently boon touched in a ten ­ 
der spot, or he was afraid Mrs. A ugusta would 
hear what was said. 
“ (>, you needn’t hu*h me, Mr. Grypton ! We 
shall have it in tile new spapers, evening edition, 
and all the Sunday papers for people to read be­ 
fore they go to ch u rch ,” continued Donne, in 
rasping tones. 
“ We are going to have the 
A lfred David of my Lord Duke in the papers, 
w ith the will in th e court, to prove tho whole 
thing. 
My friend is w ritin g up the papers at tills 
m om ent.” 
“ Not no loud. D unn,” said Mr. Dick, in a softer 
tone. 
I will give you the $200 I agreed te give." 
“ If yon are not com ing down with th e $2000, 
we waste tim e, your highness,” said Donne, im ­ 
pressively. 
“ Hush, D unn; perhaps we can m ake an arrange­ 
m ent th a t will satisfy your friend. 
But $2000! 
Why, th a t is sheer robbery!” argued Mr. DICK. 
who appeared to have come to tile conclusion 
th a t he was in a tig h t place; and possibly lie con­ 
sidered Hint Miss G rvpton Had tne reputation of 
being w orth from titty to seventv-tive thousand, 
and it was possible th a t he could afford to give 
the sum nam ed rath er than have a will appear in 
tiro Probate Court. 
“ Sheer robbery, is It? Well, Isn’t th a t w hat 
you hired my Lord Duke to do? 
No gentlem an 
would do a job of th a t so rt for less money. 
It 
would be only a thousand dollars a year for two 
years in the State prison if 
he 
should 
get 
caught.’’ 
“ But, Dunn, perhaps tile will you have gives you 
a large share of tho jiroperty,” suggested Mr. 
Dick: and he plainly could not understand how 
tile protege of his late sister should lie concerned 
in driving ju st such a trade as th a t in which he 
was now taking part. 
“ Iu th a t case it will he no more th an fair th a t 
von should add a thousand for me to the other 
money for ray friend, who hart risked lits precious 
life and his liberty to serve you. 
Make it three 
thousand, Mr. Grypton, and pony up a t once, or 
we shall double it,” replied Donne, with easy 
assurance. 
“ If tins business is settled a t once we 
shall leave for Europe this very forenoon.’’ 
“ But I don’t carry two thousand dollars around 
with me, D unn." 
“ 'Ibree thousand dollars, if you please, Mr. 
G rypton; not a cent less will no the business now. 
l n ’ terf m inutes more it will lie five thousand. 
Speak quick!” said tho young diplom at. 
“ B ut how ain I to pay this money, if I conclude 
to pav it?” groaned Mr. Dick; and D unn knew 
th a t tiro thought of paying such a sum was worse 
than pulling ail the teetli in ins head. 
“ Have six hundred five-dollar gold pieces Iii a 
bag at the corner of Ntato and K ilby streets, and 
I will be there in a llrrd lc to take it;' and, it there 
is any foul play, a forty-four pound cannon ball 
will smash through your brains, if you have got 
my brains; and you h av en 't lf you don’t play 
fair.” 
••But tbe will, D unn?" dem anded Mr. Dick, 
with trem bling eagerness. 
“ It will ne given to you when you have handed 
over the gold. 
No in re a t present from yours 
truly,” replied Donne, as he bolted out the front 
door. 
The in stan t the door closed behind him Dunn 
rushed down stairs. Mr. Dick was fastening the 
loor after the d eparture of his unwelcom e vis­ 
itor. He heard the footsteps on tho stairs, and 
Hinted to see who it was, fearful th a t, perhaps, 
ins sister-in-law had heard some p art of tho con­ 
versation. 
When tie saw D unn standing on the broad stair 
at the font of tho flight he gave a sudden start, 
gasped and dropped back Into one corner of tile 
hall. 
He appeared to be u tterly confounded at 
tbe sight of the fam iliar face of D unn Brown. 
Hut it was about the usual hour o f rising for the 
boy. 
Dunn had not arranged any mode of operations 
for Hie present occasion. The only reason lie bad 
lor coming down stairs was Hie fact th a t his 
double bad ju st left, and there was no longer anv­ 
illing to prevent hts com ing down. 
He m ight 
have appeared while his doublo was still iu the 
nail, nut he feared this m ight make trouble, as it 
certainly would have made confusion. 
If Mr. Dick had anything to say to bim he 
m ight say it; but Dunn concluded on Hie Im pulse 
of tho m om ent uot to open any conversation with 
Hie new m aster of Hie house. 
He stopped down 
from the stair, when he had decided uot to say 
anything, and walked into tho aining-room . 
Presently Mr. Dick cam e in and sat. down on the 
opposite side of the room. 
He gazed in silence 
upon the protege of his late sister. 
He seem ed to 
be troubled, and even distressed in m ind about 
bim, and ic was plain th a t he w anted to say some­ 
thing to him , bde was afraid of fu rth er com plica­ 
tions. 
B reakfast was ready in a short tim e, and Mrs. 
A ugusta took her place at the tuble. 
She was in­ 
clined to talk, and she did a great deal of it in a 
few m inutes. She rehearsed all tne facts of the 
b urglary, and com pared notes w ith ber brother- 
in-law. 
“ Did «ou hear anything of it, D u n u ?” asked 
the lady, when she bad about exhausted the sub­ 
ject. 
“ I did, Mrs. G rypton; hu t I found th a t my door 
was fastened on tbe outside, aud I could n o t get 
o u t of my room ," replied Duun. 
“ W ere you in your room alt the tim e ?” asked 
Mr. Dick. 
“ I was in my room all the tim e u n til Mrs. 
G rypton unlocked th e door and let m e ou t,” 
answered Dunn. 
“ Or course he was in there, for it was not 
possible for him to get out; and he was there 
when I opened tbe door,” added tbe lady. 
Mr. Dick did nut dispute it. Tbe slidden ap­ 
pearance of D unn Brown on tbe stairs a fter he 
bad tbe sam e m om ent let him out a t the fro n t 
door, and fastened it be .rad bim, was bew ildering 
aud inexplicable. It was no use to suggest to 
Himself th a t tbe boy had gone into the aren, and 
come into the house by tbe back way, for he bad 
come down the stairs before tbe other boy could 
have descended tbe front steps. 
B ut Mr. Dick had no doubt th a t he had been 
talk in g to Miss G rypton’s protege. 
He could not 
g et on w ith tne m atter any further. The tacts 
were clear enough, but tb e one could not be 
reconciled to tbe other. 
W as Dunn Browa one 
boy or was he two boys? AU questions seem ed to 
resolve them selves in to th is one. 
Tbe perplexed inquirer had seen D unn go down 
stairs behind tbe burglar when it proved tn&t he 
was locked into his room all the tim e, and he said 
him self th a t ho bad not been out of tbe ap art­ 
m ent. 
Lord Duke had adm itted th a t the nam e of 
tbe boy w ith him was D unn Brown, and now ho 
had seen both boys w ithin the sam e in sta n t of 
tim e. All tbe philosophers in Concord could not 
solve the problem , an d Mr. Dick was com pelled to 
give It up. 
Mr. Dick bad business down in S tate street 
which required his a tten tio n w ithin au bour. 
T hree thousand dollars in gold was to be forth­ 
com ing in th a t tim e, or th e dreaded will would 
be in the court. His sister had been so infatu ated 
w ith “ th a t boy” th a t she m ight have given him 
half, or even the whole of her property. The 
th ree thousand dollars would he but a sm all sum 
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to prevent the probating of such a will; and Mr. 
D ick was ready to come down w ith the m oney. 
It was early in April, and he bad collected his 
dividend*, so th at lie had a very handsom e 
balance in the bank. 
There was no trouble about 
raising the money. 
But was it the D unn Brown 
now at tbe breakfast table w ith him w itn whom 
he had arranged the m eeting a t tn e corner of 
S tate and Kilby streets? D id the D unn Brown 
before bim know anything about tho will? 
lf tie did it was useless to give the o th er D unn 
Brown three thousand dollars for the docum ent, 
form ic would expose th e action of th e other. 
Everything was painfully u n certain to Mr. Dick. 
Yet it appeared to be the safest way to keep the 
appointm ent w ith Hie othor D unn Brown, or at 
least to be in readiness to pay tho money lf the 
will was banded over to bim . 


CHAPTER XII. 


ON B O A R D OK T H E P A L M Y R A . 
By 8 o’clock Mr. D ick was on his way to his 
little office in tb e vicinity of S tate street. H e was 
a money lender a t e x o rb ita n t rates of Interest, a 
note-shaver and a sp ecu lato r w hen lie knew the 
points 
He drew a check for three thousand dol­ 
lars and p ut it In bis pocket. 
As soon as the 
banks opened he drew tho m oney In gold, and was 
at tbe place of m eeting at the appointed tim e. 
Very p ro m p tly tho H erd ic appeared. 
It eon" 
tallied only D onne Brown. 
This tim e bs was 
“slicked u p ’’ an d wore a su it o f black, w ith a 
round-top list. 
Mr. D ick looked at him w ith th e 
utm ost atten tio n . 
If It was not the Dunn Bro wn 
w ith whom he had b reak fasted two hours before 
he wutild never have an opinion again as long as 
bo lived. 
The form , the features, tho expression, every­ 
thing about him was iden tic all v tho sam e as 
those et his sister’s protege. 
It was not possible 
for tiitai to d etect tiro slig h test variation in tho 
face of the expression of th e bojr. 
in fact, he was 
sure it was the Dunn Brown w ith whom he had 
parted shortly after eight. 
Ho could not dispute th e evidence of his own 
eyes, though he could no t explain how it was th a t 
toe sam e boy bad appeared to bim on the front 
stairs arter lie had lei bim o u t at the fro n t door. 
T hat was still a m ystery. 
Ho could not account 
for it, h u t it did not prev en t bim from believing 
th a t the boy before him was Hie sam e one he bud 
left at th e house io Bowdoin street. 
“ h ere is th e docum ent,” said Donne Brown, as 
lie tendered a sealed 
envelope to 
Mr. 
Dick 
through tin door of tile vehicle. 
“ But hurry up, 
for I haven’t Hie ten th p a rt of a second to spare. 
Hand in tho coin if you have it, and if you 
haven’t you may apply to the court for the 
docum ent.” 
“ lint I w ant to see w hether It is tho rig h t p ap er 
before I give you the m oney, which I have w ith 
m e.” replied Mr. Dick, cautiously. 
“ But I can ’t fool here all day. Tile steam er w ill 
go w ithout me if you bother me a second,” rem o n ­ 
strated Donne. 
“ Let me see Hie will, and you shall bavo tho 
m oney.” 
“ All right! Go ahead, d riv er!” called Donne. 
“ You will find tbe will a t the court when you 
w ant it.” 
•Stop a m inute!’ added Mr. Dick, appalled nt 
the idea of having the will go to tho i ’robate 
Court. 
“ Give me the paper.” 
“ The money first,” insisted Donne. 
“ This is 
ticklish business, and it m ust be done stra ig h t, 
or not a t all. Read w hat it says on the envelope.” 
Tbe label on the envelope was all rig h t, but it 
was like sm elling of 
the 
m ug to determ ine 
w hether th e cider was good. 
Mr. Dick took tho 
bag of gold, which w elched ab o u t eleven pounds. 
from under bis thin overcoat, and passed it up to 
tho door of the H eroic; b u t ho did no t let go his 
bold of it. 
Ho grasped Hie will envelope with 
the other hand. But Donne was quick and strong, 
aud he jerked tho hag o u t of tho grip of the 
holder. 
“ Drive on as fast as you can !” called D onne to 
his Jehu. 
"A dollar e x tra lf you get roe to tbe 
steam er in tame!” 
Tho llerd ic dashed dow n th e street and into 
M erchants row, where Mr. Dick lost sight of it, 
bel ore he was entirely certain w hether or not it 
w as all right, 
lie had th e docum ent in his h an d 
and he walked hurriedly back to bis office. 
As tie 
went along, lie tore open th e envelope, and took 
from it th e im per it contained. 
This was also 
labelled, “ Will of Susan G ryptou.” 
He looked at 
the inside aud saw nearly a page of w riting, w ith 
nam es and a seal at tho bottom . 
Tbe docum ent certainly looked liko a will, and 
Mr. Dick had no doubt it was the last testam en t 
of bis sister. 
He entered lits office and locked the 
door. 
He w anted to read tile will, and see of 
w hat foolishness his sister had been guilty. 
Ho 
opened Hie paper, but before be conia a d ju st his 
glasses, 
some one tried 
Hie door, and th en 
knocked violently. 
The note-shaver sp ran g to 
his feet. 
He wa*’ startled by the sound, and was 
throw n into a stale of g reat nervous ag itatio n . 
Possibly be felt th a t some in terested p arty had 
caught him in tho very act of reading the will, 
wit loll he had obtained by tho m ost vicious pro­ 
ceedings. 
W hatever he was th in k in g about, or w hatever 
he failed to think about, ho suddenly and im pul­ 
sively east tho will into tho fire of soft coal th at 
was blazing in the grate. 
Probably he did not 
realize th a t the docum ent would be out of sight 
lf he pu t it in to Ids pocket, or laid it away lh one 
of tbe draw ers ut Ids desk. 
(if course it was bis 
ultim ate purpose to destroy tho will, and no doubt 
be had schooled bis disordered m ind to th is iu 
tcntiou. The greasy flam es caught the paper,aud 
in an in stan t it was reduced to cinders and ashes. 
The knock at Hie door was repeated, but Mr. 
Dick felt in bettor condition to receive a visitor. 
Ho took the precaution to use Hie poker in tbe 
fire, and remove all evidence th a t any paper had 
been burned in the grate. 
H aving satisfied him ­ 
self th a t it was safe to a d m it a visitor, be opened 
the door. The person "h o wished to see him was 
only a m erchant who had a note to pay th a t day, 
aud wished to “g rin d ” som e paper al a high rato 
of interest. 
As we have no fu rth er use for Mr. 
Dick ju st now, we will leave him to negotiate tho 
paper. 
D unn Brow n knew w here Mr. Dick was going, 
and w hat he was about to do. 
Perhaps it is not 
very stran g e th a t tiro bov did not I eel any g reat 
am ount ot in terest in tiro new m aster of the 
house. Perhaps, on the sim ple m erits of Hie ease, 
ho did not care very m uch lf D onne did get three 
thousand dollars nut of him . 
Possibly D unn had 
less heart in doing tho duty of saving Mr. D ick’s 
money from tbe robbers th an iu rendering tiro 
sam e service to Mr. R ingbow en, whom he had 
never even seen, but he felt th a t tiro know ledge 
he bad untam ed in such a rem arkable m anner 
im posed a duty upuu him w hich he did not iutend 
to shirk. 
Ho did not believe th a t D onne would obtain the 
$3000 from Mr. lu ck . 
He knew but little about 
tiro note-shaver; but he gave him the cred it of 
possessing ordinary shrew dness and ta c t in doing 
ids business. 
Donne had prom ised to give him 
tbe will, but Dunn knew th a t Irooould not "deliver 
toe coods,” aud he did not believe the note-shaver 
would be fool enough to give up his money w ith­ 
out it. 
lie did not understand how nervous Mr. 
Dick was, especially when he was iu the act of 
com m itting a crime. 
Dunn was glad when he saw Mr. Dick leave tbe 
house. 
His departure perm itted him to atten d to 
tiro several missions in w hich lie intended to en­ 
gage. Tho front door had hardly closed upon the 
new m aster of the house before Dunn went dow n 
into tbe cellar and dug up tiro tin box. 
Ho took 
from it the pocket-book aud filled up the bole. 
In 
tho cellar kitchen he stopped a few m inutes to 
polish ills shoes. 
“ W hat in tiro world is the m a tte r w ith you, 
D unn?” asked Mr*. A ugusta, as she m et him iu 
th e hall as he went up stairs. 
“ You are covered 
w ith d irt from head to foot.’’ 
“ These are ray old clothes, and I am ju st going 
up stairs to p u t ou some hotter ones,” replied 
D unn, w ithout explaining how be happened to be 
in such a plight. 
D unn realized th a t his g arm en ts were in bad 
condition, for be had been in all sorts of places 
during the night, aud tho space under the kitchen 
coulu uot be roached w ithout com prom ising his 
usually neat appearance, lie w ent up to his room 
anil soon put on bis Sunday su it of black, and 
topped off witli Ills round-top bat. 
Ho was going to see Mr. G ilfeatber first, and he 
m ight nave occasion to visit other gentlem en, 
some of them in official stations. 
If he looked 
respectable, people would m ore readily tre a t him 
w ith respect and consideration, and listen to 
w hat he had to say. 
W hen he had a d ju sted his 
collar and collided his hair, he felt th a t he was 
not a bail-looking follow. 
Then he took tbe pocket-book from the table 
w here bo had laid It. 
He tried to find a pocket in 
his clothes th a t was big enough to hold it, bu t 
t'lere was no such receptacle about him. 
It was 
only a short distance to Pem berton square, and 
perhaps it would lie safer to carry it in Ins hand. 
It occurred to him th at he bad not opened the 
pocket-book since he took it from the tin box. 
H e proceeded to do so a t once, and took out the 
bundle of papers. The first one, as when be 
looked before, was the all-im portant docum ent. 
He unfolded it and satisfied him self th a t it was 
indeed the instrum ent lie w anted. 
He began to 
read it, but th e law yer’s w iltin g was so villain­ 
ously bad th a t he found it w ould take him all tho 
forenoon to puzzle it out, and he had no tim e to 
spare. 
D uun returned the will and th e o th er papers to 
th e pocket-book, and then w rapped it up in a 
sheet of brown palier. I t was ra th e r cool, and he 
took his overcoat on his arm , for it was no t im ­ 
probable th at lie m ight huve to go down the h ar­ 
bor for some distance, or a t least on board of th e 
steam er a t E ast Boston. 
It was 8.30 when he reached Mr. G ilfeather’s 
office; for tbe legal gentlem an aid not like to 
com m ence tb s labors of tho day before he had 
read the m orning G lo b e . 
He was a gentlem an 
of CO, who had been a schoolm ate of Miss G rypton 
in a country academ y. He was very tail, very 
th in , very bald, and w hat hair be had was very 
red. He looked over tho top of T h e G lo b e a t 
D unn as lie entered tbe office, an d did not ap p ear 
to relish Hie interruption. 
“ I have called to see you, Mr. G ilfeatber,” D unn 
began, som ew hat abashed by th e chilling look of 
tho long pile of logal erudition before him . 
“ I see you have,” replied the law yer scernly. 
“ I suppose you don’t rem em ber me, but I am 
th e boy th a t lived w ith Miss G rypton,” con tin u ed 
Dunn. 
“ I have called to see you about the will 
you made for th a t lady.” 
“ She made it herself; it was her will, not m iu e," 
added the legal gentlem an. 
“ Here it is, uir,’’ continued D unn, taking the 
pocket-book from tho w rapper, aud producing 
the instrum ent. 
“ How cam e you by it?” dem anded Mr. tiii- 
featlier. 
Dunn took th e liberty to seat him self, and pro­ 
ceeded to teil his story of how ha cam e by it. 
In 
a few m inutes the lawyer forgot all about his 
paper; but it took half an hour to tell the whole 
story even in th e briefest m anner. 
Fossibly tiro law yer was incredulous about some 
tbrags he heard, and possibly he would have d is­ 
believed tiro whole story if ira h..d no t been a resi­ 
dent of Temple s a y s t, pear the house th a t co il-,. 


tained so m any bells. 
He had got a p and gone 
into th a t house. He listened to the strange story 
of tbe inm ates, som e of whom insisted th a t th e 
“ sp irits” bad rung all the bells in tbe house to 
w arn them of th e ir danger. 
D unn’s n arrativ e 
fully explained tbe m ystery, and tbe law yer was 
prepared to believe tbe rest or tn e story. 
H alf an hour later, Mr. G ilfeatber, D unn and 
two detectives were on 
board of the police 
steam er going down the bay. The officers decided 
th a t it would not be wise to go to the steam er's 
w harf, for tb e robbers m ight be able to identify 
one or m ore of them , especially as they appeared 
to he experienced rogues. 
The P ro tecto r stopped her screw below Gov­ 
e rn o r’s 
island 
and w aited for the Palm yra. 
Shortly after ten the detectives boarded her.' a t­ 
tended by Dunn and the lawyer. 
The steam ship 
moved very slowly and did not stop a t all. 
In tho 
course of the n ex t half hour th ere waa a vast 
deal of confusion and m ixeduesa on board of her. 
t o b k c o n t i n c e d . 


A. N oted T r e e . 
T he work of ex cavating for th e foundation of 
th# new building of K. H. W hite Ss Co., at the 
corner of C hauncy street and E x eter place, 
necessitates tb e d estru ctio n or a willow tree 
w hich is said to have a notable history. 
Tbe 
tree bas a diam eter of about th ree feet. and is tbe 
grow th 
or 
a 
shoot 
taken 
from 
Napo- 
lon’s 
grave 
a t 
St. 
Helena, 
m d 
brought 
here 
by 
the 
captain 
of 
a 
schooner 
some fifty year* sec. It was given to Theodore 
P arker, who lived on w hat is known as th# F red 
Ames estate, and Is said to have planted it. 
The 
tree wtl! he cu t down by the co n tracto r this week 
and several persons are endeavoring to purchase 
It to be distrib u ted to relic m inters. 
Two o th er 
trees on the sam e estate are to be rem oved, one of 
them being a nativ e of Jerusalem . 


A d u ra tio n In A rith m etic. 
; Newburyport Herald.] 
A m an in this city recently hired a boy, who 
was an orphan, and the only su p p o rt of hts 
m other, to do some work. 
Tho boy worked th ree 
days, at the end of which tim e ho was paid Aye 
ceut*. 
Find o u t how m uch conscience th e m an 
possessed, and how Iqpg it will take th e boy to 
become a V anderbilt. 


GIRI.S FOR GENERAL HOUSEWORK W A N THD 
A I V. E A. OFFICE. 19 WINTER STREET. 


(From the Boston T rantcrlpt.t 


MRS. GRUNDY 


And Everybody Else Says That “Which 


Nobody Can Deny.” 


— Neuralgic and Nervous Headaches removed by 
Dr. Benton s Celery and Chamomile P ills . 


— Humor*. Scrofula, Fleers vanish before Dr. Ben­ 
son’* Skin Cure. Internal aud external, 


—Oh. my head! Remove the cause by Dr. Benson’s 
Celery and Chamomile Pills. 


—Tender Itchings in any part of the body cured by 
Dr. Benson’* Skin Cure. ’Ti* the be*t. 


— Sick Headache, distressing malady cured by Dr. 
Benson’* Celery and Chamomile PII!*. 


M a k e s tho skin soft, white aud smooth. Dr. 0. W. 
Benson’* Skin Cure. Elegantly put up. 


—Periodical Headaches fly before Dr. Benaon’s Cel­ 
ery and Chamomile Pills. All druggists. 


— Hair aud Scalp diseases thoroughly cured by Dr. 
C. W. Benson’* Sklu Cure. None like it. 


- Dr. Benson’s Celery and Chamomile Pills cur# 
headaches of every nature promptly. 


—Elegantly put up, two bottles in one package. Is 
Dr. Benson'* Skin Cure. All druggists* 


--Nervous or Dyspeptic Headaches cured by Dr. C. 
IV, liensou'* Celery and Chamomile Pills. 


— Dr. Benton's Skin Cure consists of internal aud 
external treatm ent. Removes humors, etc. 


—Does your head ache? 
Dr. Benson's Celery and 
Chamomile Pills will stop it for good. 


Eczema Halt rheum), humors and pimples worst 
forms cured by Dr. Benson’s Skin Cure. 


—Headache banished by Dr. Beuson's Celery and 
C iiamomile PHU, nervous or dyspeptic. 


—Those horrid Pimples removed effectually by Dr. 
C. W. Benson’s Skin Cure. Don't delay. 


—Avoid imitations of either of Dr. Benson's reme­ 
dies. Hts have been tried and proved best. 


—Dr. Benson’s remedies sold at Druggists. PUI* 
60c. per box; Skin Cure, $1 per package. 


C. N. Crittenton. 116 Fulton it.. New Y’ork, is Whole­ 
sale Agent for Dr. Benson's Remedies. 
It 
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CLUB LIST. 


HOW TO SAVE MONEY 


Price 
Regular 
with 
Price. 
Weekly. 
A rthur’s nom e Magazine........................ $2 .0 0 
$2.60 
American Dairyman (new subs.) 
1.5G 
2.10 
Art Interchange Magazine...................... 2 00 
2.65 
American Poultry Journal 
...........1.25 
1.85 
Atlantic Monthly 
..............................4 .OO 
4.25 
American N aturalist................................. 4 .OO 
4 .4 :» 
American A griculturist 
1.50 
3.05 
Art Work Manuels.................................... 3 .OO 
8! O 
Art Interchange (Fortnightly).............. 2 .0 0 
2.65 
A rt Am ateur................................................4 .0 0 
4 .1 0 
Army A Navy Journal (only new subs.) 0.00 
0.15 
American Poultry Yard 
1.60 
2.30 
Brainerd’* Musical W orld........................ 1.50 
2.05 
Barnes Educational Monthly 
1.50 
2.30 I 
Beadle's Saturday Jo u rn al..................... 3 .0 0 
3.05 
Burlington Hawkeye......................... 2 .0 0 
2 ,3 5 
1 
Boys of New York.............................. 2.50 
3 .1 0 
Biniou'* Magazine.............................. 1.50 
2 .2 5 I 
Bee keeper's Magazine...................... 1.OO 
180 
Baby land 
5 0 
1 .3 5 
Boston Pilot................................................ 2.05 
3.15 
Boston Medical Journal......................... 5 OO 
6 .to 
Boston Medical urn! .Surgical Journal.. 6 .OO 
6.05 
Cassell’s Magazine of A rt................. 3.50 
3.70 
Country Gentleman............................. 2.50 
3.05 
Cricket on the Hearth, with premium.. 1 ,0 0 
1.75 
Chicago Advance................................. 3 .1x 1 
3 7 0 
Chicago Weekly New*....................... 
7 5 
1 .5 5 
Christian Herald.................................. 1.50 
2.05 
Courror-Jouriial I W eekly)................. 1.50 
2 JO 
Donahue’* Magazine............................ 2 .OO 
2 60 
Domestic Monthly (with premium*)... 1.60 
2 05 
Detroit Free Pre** (YVeekly)............ 2 .0 0 
2.35 
Engineering and Mining Journal.....4 .0 0 
4 .1 0 
Floral Carnuel............................................. 1 .2 5 
1 .9 5 
Forney * Progress............................... 2.50 
S in 
Prank Leslie'* Illustrated < W eekly).... 4 .0 0 
4.25 
” 
** 
Chimney Corner 1 W'yp. 4 .0 0 
4 25 
" 
“ 
Lady'n Journal 1 W 'y)... 
4 .0 0 
4.25 
" 
Lady'* Magazine (M yu 2.6'* 
3 .0 5 
Nundav Magazine (M'v). 3 .0 0 
3 .4 5 
" 
" 
Popular M onthly 
3.00 
3 .4 5 
“ 
“ 
Pleasant Hours (M’v)... 
1 .6 0 
2 25 
“ 
" 
Budget of Wit (M 'y).... 
2 .0 0 
2.65 
Forestand Stream................................4 .0 0 
* lo 
Germantown Telegraph......................2 .0 0 
2.30 
Gardener’* Monthly.............................2 .IO 
2.45 
Good Word*........................................... 2.75 
J IO 
Gooey * Iadv ’8 Rook................................ 2 .0 0 
2 2 )5 
Growing W orld (for boy* and girls) I OO 
1 .7 0 
Golden Day* (for young people)............ 3.00 
3.30 
{louie Circle ..........................................2 .0 0 
2 .0 0 
Harper* Magazine................................4.110 
4 iii 
W eekly........................................ 4 .0 > 
4.25 
“ 
Bazar 
4 .(x) 
4 .2 5 
“ 
Young People 
1 ,5 0 
2.25 
Herald of Health (without premiums). 
1 .0 0 
1 .7 5 
Home and Farm ................................... 
so 
1 4 5 
Household..................................................I 1 .0 0 
1.80 
Housekeeper 
7 5 
1 .4 5 
Home Journal....................................... 2.00 
2 .6 5 
Indiana Farm er.....................................2 .OO 
2.55 
Independent.................................................. 3 .0 0 
3 .5 5 
International Review......................... 5.00 
6.10 
Iowa Homestead. ..................................... 2 .OO 
2.60 
Journal of Microscopy.............................. IJH) 
1 .7 5 
Journal of Chem istry................................. 1.00 
1 .7 5 
Le Franca!* (for students in French).. 1.50 
2.05 
Leisure Hour* (with premium)........ 1.30 
2.25 
Lipplucott’s .Magazine......................... 3 .0 0 
8.30 
London Lancet 
5.00 
6 .OO 
London Edinburgh Review................4*.4.0) 
4 .2 6 
London quarterly Review..................... 4.0 O 
4 ,2 5 
M anufacturer and Builder................. 2 .0 0 
2 .3 0 
M ethodist................................................2.‘JO 
2.75 
Magazine American History............. 6.00 
6 10 
Mining Record 
3.00 
3 .3 0 
North American Review 
5.0o 
6 .0 0 
N. Y. Medical Journal..............................4.00 
4 .IO 
Nursery 
j.jn 
2 .2 0 
N.Y. W eekly............................................... 3.00 
3.00 
N. Y. Sportsman............................................,.011 
3.60 
N. Y. Observer (uew subs.)........................ 3.15 
3.30 
Ohio Farm er 
2 .0 0 
2.40 
Puek (the bas* comic weekly) 
5.0" 
oak) 
portland Transcript mew name*) 
2.00 
2.60 
Phrenological Journal (without pre­ 
miums 1 
2.00 
2.65 
Phrenological .Iournai(witti premiums) 2.25 
2.80 
Prairie Parm er........................................... 2.OO 
2.60 
Peterson’* Ladies’ Magazine 
2.00 
2.55 
Popular Science M onthly 
5.00 
6 10 
Potter’* American M onthly 
3.00 
3.IHI 
Philadelphia Medical Tim es 
4 .0 0 
4 .IO 
” 
Practical Farm er.................. 2.00 
2.40 
Rural New Yorker.................. ; 
2.00 
2.90 
Saturday Evening Po*t 
£.00 
2.55 
fccleutiflc American 
3.20 
3.60 
“ 
“ 
iwith supplement). 7.00 
7.00 
Sunday School Tim es................. .......... 2 (h) 
2.55 
Scribner'* Monthly................................... 4 .OO 
4.25 
bt. Nicholas 
3.00 
3.45 
Bunny .South 
2.5o 
3.05 
Saturday Night (Weekly story) 
3.00 
3.30 
San Francisco Chronicle (W eekly) 
2.00 
2.80 
Spirit of the Times 
5..K) 
6.55 
Tnt' San Francisco Argonaut (weekly). 4.00 
4 IO 
Turf Field and Farm 
5.0) 
6.OO 
The Arm Chair 
3.00 
3.40 
Vick’* Floral Magazine 
1.25 
1.95 
Wide Awake 
2.50 
8.05 
Washington Post 1 Daily) 
Aku 
8.00 
Waverley Magazine 
5.00 
6.00 
W atchman 
3.00 
8.30 
Western Stock Journal 
1.00 
1.85 
No publication will ne sent for less time than one 
year, and no order for a publication will be accepted 
Tulles* it iucludos a yearly 
subscription to 
T u b 
W k DK LY GLODE. 
Always state with what issue you wish your tub- 
Serration to begin. 
We do not furnish specimen copies of other publica­ 
tions. 
Address 
THE WEEKLY GLOBE, 
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THE MALLEY TRIAL 


The Case for the Government 
Formally Opened. 


The Battling of the Great Lawyers 
Really Begun. . 


Crowds of S p ectators Seek the C ourt 
R oo m -In cid en ts and Scenes. 


N e w H a t e s , A p ril 2 5 .- T h e real tria l of th e 
M ailer boys anti B lan ch e D o u g lass opened d ra ­ 
m a tic ally th is m o rn in g b efo re J u d g e G r a n g e r a n d 
th e b lo n d e ju ry o f a g ric u ltu ris ts , cu lled by n u t­ 
m e g w isd o m , as th e p e c u lia r c irc u m sta n c e s of th e 
ca«e seem to d em an d . 
B lan ch e D o uglass w ore on 
lie r b ta ck h a t a b rig h t s c a rle t fe a th e r or flow er. 
T h e boys w ere d ressed as h ereto fo re sin ce th e p ro ­ 
c e ed in g s b e g a n , th o u g h n o t as w hen they w ere 
Id en tified , 
p a rtia lly by th e ir ap p a re l, as th e 
fo n n g m en seen w ith J e n n ie a n d B lanche D oug­ 
lass 
a t th e sh o re. 
A s soon as th e ju ry wa* 
c a lled . S ta te A tto rn e y D o o little , co m p act, w ith 
iro n El av h a ir, ro se, a n d in a ra th e r d ry and r a s p ­ 
in g v o ic e, fo rm a lly o p en e d th e case, th e N a n ty 
boy* tieing p a rtia lly b e h in d h im , to th e rig h t. 
B la n ch e D ouglass co n ia see his face , b ein g on tn e 
o p p o site sid e ol th e ta b le. 
So co uld th e ^ ‘<*ow 
C ram er, w ho w as d re sse d in th e b la c k e s t w eeds of 
m o u rn in g fo r b o th b - r d a u n t e r J e n n ie an d her 
h u sb a n d . A t h er th r o a t n a * a k n o t of w ld te. 
H er 
face h a- g ro w n m u ch old f i n a y ear, 
li e r g ray 
h a ir fell fro m u n d e r h er b o n n et fro n t. 
ake Looked a P icture o f D espair 
a n d ag o n y , a n d she liste n e d a t o n c e eag erly . 
M r. 
D o o little in d u lg e d in no o ra to ric a l flo u rish es, b u t 
cam e a t o n ce to th e claim of th e S ta te . 
A t th e 
co n clu sio n o f b ls re m a rk s th e re w as a ru s tlin g of 
p a p e rs, a m o m en ta ry w h isp e rin g am o n g th e law ­ 
yers fo r th e accu sed , an d th e first w itn ess w as 
eall-iL 
T ills w as J o h n J . H au ser, called o u t 
a i th e n a tu ra l o rd e r b ecau se he Is a b o u t to go 
to C olorado, 
an d 
w aited 
fo r th e t r ‘*> 
a®*/ 
b ec au se of th e S ta te ’s m oney a n d th e S ta te s 
p ro m ise 
th a t h e sh o u ld lead th e la se an d be 
S now ed 
To d e p a rt. 
H is 
te stim o n y 
seem s o f 
little value. 
H e saw J a m e s M alley. J r ., w alk in g 
c l ith e pu b lic g reen , n e a r Hie fam o u s C en tre 
C h u rch , w here R ev. Dr. L e o n ard B acon p reach ed 
for o v er fifty y ea rs, a b o u t noon on F rid a y , A u g u st 
b la s t. 
T h ere w as a young w ouiau w ith M alley, 
b u t H a u se r th o u g h t he co u ld n o t now d escrib e 


T ild e # B ly d e n b u rg h co n d u c ted th e cro ss-ex am i­ 
n a tio n a n d g av e a sa m p le o f w h a t w itn esses m ay 
e x p e c t. 
F o r o v er an h o u r he b a d g e re d H auser, 
e v e n c a u sin g bim to s ta te , w ith m uch d e ta il, th a t 
h e i H au ser) la s t A u g u st w as d riv in g a beer-w agou 
w ith fo u r w h eels, a n a e lic itin g th a t w hile b e w as 
p u re a b o u t th e n u m b e r of w heels he co uld n o t 
sw e a r as to tb© co lo r o f th© hors© he h ad . 
A lte r 
su c h irre le v a n t q u estio n s th e w itn e ss fo u n d h im ­ 
self 
Threatened with Contempt o f Coart 
If b e a tte m p te d to leave to w n a t o nce fo r C olo­ 
ra d o , a lth o u g h he has been a lre a d y com pelled to 
sta y bere a m on th . 
T his th r e a t ca m e fro m M r. 
Cassidy. 
As th e w itn ess le ft th e c o u rt house 
a Malley detective also w e n t o u t a fte r w h isp ered 
Instructions, p ro b ab ly to look a lte r H au ser. 
B ets 
ire about even t h a t b e w ill escape. 
C ivd E n g in eer E d w ard A. T u ttle te stifie d to th e 
C orrectness of a m ap o f th e W est H aven sh o re, 
In th e v ic in ity of tn e tra g e d y , w h ic h he h a d m a d e. 
The im p o rta n t p o in t of h is te stim o n y w as co n ­ 
cern in g th e san d b a rs, w hich a re n u m e ro u s, an d 
w hich he fo u n d , fo r 2 5 0 fe e t fro m Hie sh o re, to 
lin t t d u rin g a sto rm . 
T he sp ecial b e a rin g o f tills 
s as to w h e th e r J e n n ie f ra m e r's body could 
Dave b een th ro w n o r fallen from K elsey ’s w h arf, 
• e a r by, w inch is 1802 fe e t long, d u rin g th e 
n ig h t, a u d f lu t e d to w here Ash C u rtis fo u n d it. 
The d e fe n c e says it could. 
T he S ta te says it was 
dead, an d p u t lo th e w ate r by th e M alleys a t th e 
I p o t it w as fo u n d . 
F is h e rm a n A sa C u rtis to ld how he fo u n d J e n n ie 
C ram er’s bode. 
I t w as tw o ro d s fro m low w ater 
m ark w hen lie saw It. 
T oe face w as dow n, th o 
Dips a little o u t o f w ater. 
H e w ad ed o u t, tu rn e d 
Der o v er, an d to o k b e r ash o re, to w a rd w h ich ber 
b ea d w as. 
B oth h a n d s w ere p re sse d a g a in s t h e r 
sto m a ch w hen he laid h er on th e beach , face u p ­ 
w ard . 
H e r eves w ere closed, h er m o u th lo o sed 
b ru ise d an d ru g g ed , an d fro m it cam e a bad odor, 
w hich C u rtis th o u g h t w as lik e c h lo ro fo rm ; th e re 
w as no fro th and no blood fro m h e r m o u th , b u t a 
little blood ran fro m lier nose. 
Sam J o n e s c o n d u c ted th e c ro ss-ex am iu atio n , 
a n d d rew o u t th a t th e w itn ess d id n o t know th e 
e x a c t tim e lie fo u n d th e body. 
In th e th re e or 
fo u r m in u te s betw een th e tim e C u rtis saw th e 
lardy a n d th e tim e it w as reac h ed It m ig h t have 
d rifte d te n o r fifteen feet. 
A fte r he g o t th e body 
ash o re th e re w ere a few seco n d s, w hile lie w as 
d ra g g in g it u p th e b each , th a t he d id n o t w a tc h 
to see if a n y th in g cam e o u t of th e m o u th . 
T h e Et h o le F a c e I , n o t e d B lu e , 
a n d th e re w ere red sp o ts on th e nose a n d fo re­ 
h e a d 
T he h a n d s looked w ate r-so ak e d . 
T here 
w as n o b ru ise oh th e fa c e rem em b ere d by th e 
w itn ess. 
T h e body w as n o t b lo a ted . 
T h ere w as 
a b rn D e on o ne Yip w hich th e w itn e ss th o u g h t a 
fish m ig h t h av e cau sed . 
H o firs t n o ticed th e 
blood a lte r th e bod y lay on th e beach , a n d a b o u t 
a ta b le sp o o n fu l tric k le d fro m th e nose dow n oue 
ch e k. 
O n th e co n d itio n o f th e b ody w hen fo u n d , a n d 
im m e u iite lv a . te r, m u ch of th e case hinges. 
T he 
S ta te fo low ed u p C url is’ te stim o n y by th a t of 
D r. D u rrd l S h ep ard ot W est H av en , w ho te stifie d 
to w h a t th e first p o st-m o n e in e x a m in a tio n d is ­ 
closed. 
D r. H en ry W . P a in te r, th e one w ho help ed to 
c a p tu re B la n ch e in N ew Y ork, te stifie d s u b ­ 
s ta n tia lly in c o rro b o ra tio n o f D r. S h ep ard . 
H e 
assiste d at th e first p o st-m o rtem . 
H e w as ex- 
im iu e d a t le n g th co n c e rn in g th e c o n d itio n of th e 
dead g in 's gen it ii o rg an s, an d a t 4 .4 5 p. rn. th e 
-c u rt a d jo u rn e d u n til W ed n esd ay m o rn in g . 


Je n n ie C ram er d id n o t co m e to h e r d e a th b y being 


^ U w a M nterrog& ti re ly a s s e rte d by M r. C ase In 
th e cro ss-ex am in atio n th a t as a m a tte r o f fa c t a 
c e rtific a te of d e a th from d ro w n in g w as a c tu a lly 
re tu rn e d to N ew H av en ’s r e g is tra r o f v ita l s ta tis ­ 
tic s b u t the w itn ess k n ew n o th in g a b o u t th a t. 
H e had first th o u g h t 
th a t J e n n ie h ad been 
d ro w n ed , b u t ch an g ed his o p in io n b e fo re th e body 
w as rem oved from th e beach. 
D r T M itchell P ra d d e n , w ho 
p e rfo rm e d th e 
p o s t m o rtem a t th e u n d e rta k e r’*, te stifie d on th e 
sco re of e x p e rien ce to being a p h y sic ia n an d in ­ 
d u c t o r . ? th e College of P h y sic ia n s an d s u r ­ 
geo n s in N ew Y ork, a g ra d u a te o f th e Y ale M ed i­ 
cal sch o o l and a stu d e n t fo r tw o y e a rs Iin G#r* 
m any. 
H e S lid th a t A u g u st 8 , th e tim e o f th e 
a u to p sy (tw o day s a fte r th e body w as fo u n d ), th e 
body w as so m ew h a t stiff and d ecay h a d begun 
Til© su p erficial e x a m in a tio n ifiow ^d th a t on th e 
g e n e ra l s u rfa c e of th e body th e r® 
of 
v io len ce. 
O n 
th e 
lace w ere n u m e ro u s 
s c ra tc h e s a n d sm all bruise*. 
T he Blood Vessels o f th e B rain 
b a d m o re tb * n th e u su a l q u a n tity o f blood in 
th e m , b u t th e b ra in w as oth erw ise h e a lth y ; th e 
h e a rt w as h e a lth y , b u t co n tain ed little b lo o d ; th e 
lu n g s w ere h e a lth y , filled w itu a ir an d fre e fro m 
w a te r; th e w in d p ip e w as covered w ith a little 
fro th y m u c u s, a n d In Its u p p e r p o rtio n c o n ta in e d 
a fe w 'p a rtic le s of sa n d ; th e to n g u e 
w ere h e a lth y In ap p e a ra n c e ; th e re w as a l i n Ie r e 1- 
diah fluid in b o th c tn -stcav iU es; p ro b ab ly lessi th a n 
h alf a p in t in ea ch ca v ity ; th e sto m ach c o n ta in e d 
ab o u t tw o o u n ce s of a th ic k is h Kr “ yfflu‘(!’ 
w ith fra g m e n ts of p a rtly 
S 
th e se w ere b its of lean a n d fa t m ea1, b n ck leb er- 
n e a a n d m u sh ro o m s; th e sto m a ch w as h e a lth y in 
a p p e a ra n c e ; th e g u lle t co n ta in e d a little m u cu s, 
an d in Us u p p e r th re e Inches w ere p a rtic le s of 
s a n d ; 
th e 
in te s tin e s 
co n ta in e d 
c®“ *lfl*™ b1e 
p a rtly d ig e ste d food of th e sam e c h a ra c te r as th a t 
in th e s to m a c h ; th e In te stin e s w ere h e a lth y 
n 
a p p e a ra n c e ; th e sp lee n , th e liv er an d th e k id n e y s 
all a p p e a re d h e a lth y ; no tra c e s of poison w ere 
d isco v e rab le by th e 'm icroscope in th e sto m a c h ; 
th e re w as n o in flam m atio n a b o u t th e w o u n d on 


1,1T b e c lo s e o f th e d ay ’s b e a rin g le f t th e in q u iry 
in th is u n s a tisfa c to ry sh ap e. 
H ow th o ro u g h ly 
th e re m a in s Pavo been an aly zed is show n by th e 
te stim o n y of D r. F ru d d e n th a t th e re w ere ta k e n 
a b o u t o n e -th ird o f th e b ra in , o n e -fo u rth oi th e 
H eart, a b o u t tw o -th ird s of b o th lu n g s, th e w hole 
o f 
th e 
to n g u e 
an d 
w in d p ip e , 
a bout 
tw o -th ird * 
of 
th e 
H W * 
*b o u t 
o f 
th e 
sp leen , 
b o th 
k id n e y s 
a n d 
th e 
sto m a c h a n a g u lle t a n d in te s tin e s. 
A ll th e se 
p a rts w en t to P ro fe sso r C h itte n d e n to be ctiem i 
callv an a ly zed , an d a t th e e x h u m a tio n la st J a n u ­ 
ary "the c h e m is t also rece iv ed tn e d ia p h ra g m , th - 
le ft arm . th e le ft sh o u ld er, th e rig h t leg, th e th ig h 
bone, w ith flesh a tta c h e d , a p o rtio n or th e akin 
a n d flesh fro m th e back o r th o le ft sid e, anti a 
p o rtio n o f th e s k in a n d flesh fro m th e r ig h t 
b reast. 


CHECKERS. 


C H A R LES F . B A R K E R .........................................E d ito r 


C hess a n d c h e c k e r p lay ers’ h e a d q u a rte rs , N o. 
15 P e m b e rto n sq u are. 


M o tiv e . 
All co rre sp o n d e n c e s e n t to M r. C. F . B a rk e r’s 
address p e rta in in g to th e c h e ck er co lu m n o r h is 
w ork, th e A m erican 
C h ec k er P lay er, w ill be 
p ro m p tly a tte n d e d to by bi* b ro tiie r, M r. Is a ia h 
B arker, d u rin g h is ab se n c e fro m hom e. 
P a rtie s 
w ill please a d d re ss C. F . B a rk e r, c a re o f is a ia h 
B arker, No. 8 H o u g h to n s tre e t, C a m b n d g e p o rt, 
M ass. 


Mow R eady, 
th e 
“ A m erican 
C h ec k er 
P la y e r,” co m p risin g 
tw en ty -tw o o p en in g s, w ith 5S 4 v a ria tio n s, of th e 
b e st analyzed p lay, to g e th e r w ith th irty -fiv e c r it­ 
ical p o sitio n s, tw en ty -tw o of w hich h av e been 
c o n trib u te d to th is w ork by th e c e le b ra te d co m ­ 
p o sers M essrs. W ardell an d L y m an , c o n ta in in g 
In stil 17* pages, by C h arles F. B a rk e r 
a u th o r of 
tim “ W orld’s C h eck er B ook, 
etc. 
I t is h an d 
com ely bound in clo th . 
P rice 7 5 c e n ts (H, silv e r 
BOTH ©IV UOiinu III Viuvu. 
a 
• ” vv“ "- ' 
. , 
cu rren cy or A m erican p o stag e stam p*). 
AU o rd ers p ro m p tly a tte n d e d to . A d d ress C harles 


dully, a* a large a tte n d a n c e at the checker-rooms 
show! On th e p o in t of our v is it to Haverhill, we 
« 
_ 
.. > 
An,l a 
nevi Kaw n f TI m ill I* 
l e a r ; ' th a t D r. S ch ae fe r a n d a n u m b e r o f p rom !- 
n e a t e x p e rts Ir o n X * " J 
o rb h * v e a r r ived 
p u rp o to of te stin g th e ir sk ill w ith th e p la y ers of 
th e H u b 
O w ing to M r. C. F . B a rk e r’s en g a g e­ 
m e n t to p lay a t H av erh ill, M ass., h e co u ld n o t be 
p re s e n t, b u t w ill p ro b ab ly m a k e a rra n g e m e n ts to 
p lay in th e ir city soon. 
T h e M ercu ry s ta te s : “ W e h av e th e b e s t au ­ 
th o rity to t s ta tin g th a t th e p ro p rie to rs o f th e 
L e e d s W eekly D ra u g h t P lay e r a re satisfied w ith 
th e s u p p o rt acco rd ed to th e ir w o rk , n o t o nly in 
th is lo c ality , h u t in o th e r p la c e s, a n a esp ecially 
in N ew castle, w here, u p to th e p re s e n t tim e , u p ­ 
w a rd of COO copies h a v e b een c irc u la te d i 
1 


S en d all co m m u fiicatio n s fo r th is d e p a rtm e n t to 
W. H . T odd, 157 H a rriso n av en u e, B o sto n , M as* . 
C o n trib u tio n s a n d so lu tio n s so lic ite d fro m all. 


ra ra or UUU l w i«» 
•,vvm 
' 
. 
p o r tr a its o f d r a u g h t V o ta rie s , 
co m m en ce d in 
N o. (5. a n d in clu d e th o se o f J . H ed ley , F . B ow nas, 


M o. S IA . 
F am iliarity breeds con 
tem p t. 
Mo. s i n . 
S T O N E 
T I N E A 
O N D I T 


F . B a rk e r, No. 8 H o u g h to n s tre e t, C am b rid g e- 
p o rt, M ass. 
_ _ 


Position Mo. OSS, 
E n d gam e b etw e en M r. G eorge O ak a n d M r. C. 


W . B ailey. 
BLACK. 


W L D N E st I* A Y . 


C h e E f f o r t * b l a d e to P r o v e a n d D is p r o v e 
the Drowning T heory—B ln n e h e Douglas* 
a n O b je c t o f I n t e r e s t to A ll. 
N e w H a v e n , A p ril 2 6 .—T he b lo o d -re d o r s c a r­ 
le t to k en in B la n ch e D o u g la s s 'ja u n ty h a t w as th e 
m o st p ro m in e n t o b je c t to riv e t ea rly a tte n tio n in 
th e S u p e rio r C o u rt th is m o rn in g . 
W a lte r M alley 
§ 
lan ced a t it, J a u n s M alley, J r ., ev id e n tly saw it, 
u m lred s o f people, in te n t on g la n c in g a t d er 
> ale an d im m o b ile face, seem ed r a th e r to look a t 
th a t. 
I t w as th e only to u c n of co lo r in all th e 
room . A few o th e r w om en w ere in c o u rt, b u t th ey 
w ere alm o st so m b rely u ie ssed . 
T he law yers w ere 
e a rly on h a n d , an d an a ir of b u sin ess p erv ad e d 
e v e ry th in g . F o r o v er an h our la s tn ig h t Dr. P a in te r 
w as cro.-s-exam ined a b o u t ins kn o w led g e m ed i­ 
ca lly . 
'Ib is fo ren o o n Sam J o n e s to o k th e w it­ 
ness a g a in in h a n d . 
D r. P a in te r ’s cro ss-e x a m in a ­ 
tio n w as w o rth n o th in g . 
Sam J o n e s h im self a a ia 
of it; “ I m ig h t ju s t as w ell h a v e ex a m in ed a four- 
teg g ed m a n .” A b o u t ail of sig n ifican ce w as w hen 
th e w itn ess w as ask ed if th e p in s co n fin in g J e n n ie 
C ram er’s c lo th e s w ere ru sty (th e d efen c e claim s 
th a t J e u n ie ’s body w as oue day lo n g e r in th e 
w ate r th a n does th e S tate), P a in te r sa id th a t he 
w o u ld n o t sw e ar th a t th e re w as no ru s t on this 
p in s, b u t th ey w ere n o t very ru sty . 
B efore th e 
cro ss-ex am in a’tio n w as th ro u g h J u d g e G ra n g e r 
w as w earie d , a n d w hen th e w iry d o c to r co n c lu d ed 
a recess w as p ro m p tly o rd ered . 
W illiam til a b l. a P o r t l y U n d e r t a k e r , 
w ho ta lk e d w ith th e u tm o st co m p o su re a b o u t all 
th e d e ta ils of b is p e c u lia r ca llin g , te stifie d to p u t­ 
tin g J e n n ie C ram er’s body in to h is freez er, w h ere 
i t rem ain ed u n til a fte r a p o st-m o rtem ex a m in a - 
tia n h ad ta k e n p lace in his s to re . 
T he first tim e 
b e saw th e body la st A u g u st he th o u g h t th a t 
d ro w n in g w as th e ca u se of d e a th , a n d th is h e to ld 
th e g ra n a ju ry w ho b ro u g h t iii th e trip le in d ic t­ 
m e n t for m u rd e r. 
H e could n o t reco llec t th a t a t 
th a t tim e th e re w as any s tro n g sm ell p ro cee d in g 
fro m th e body, to w h ich o th e r w itn e sses h av e te s ­ 
tified. 
T he p re p a ra tio n w ith w hich h e w ashed 
Joe g irl’s fe a tu re s c o n ta in e d no a rs e n ic ; i t w as 
sx alic acid. 
S am u el L. M arsden, a m e m b er of th e C ra m e r 
ju ry of in q u e st, aud th e first perso n to see th e 
body, te stifie d th a t a t 5 .2 0 a. in., A u g u st 6 la st, 
n e saw so m e th in g w h ite flo a tin g in th e w a te r, 
n e a r th e sh o re, b u t be d id n o t know w h a t i t w as 
u n til a fte r A sa C u rtis h a d p u lled it fro m tn e 
w ate r. 
I t h ad th e n becom e tim c e n tre of o b se rv a ­ 
tio n of 
a cro w d on th e b each . 
T he w itn e ss 
d escrib ed how th e body w as d re sse d a n d how 
It ap p e ared to h im . 
T he w h ite drci-s w as w et; it 
h ad on a stra w b a t a n d m itts th a t ca m e to th e 
m id d le of th e fin g ers; it h a d on fo u r rin g s ; w hen 
I fir*t saw th e b ody it w as ly in g on th e b ac k ; 
T h e F a c e L o o k e d N a t u r a l , 
g ath er o f a ru d d y co lo r; th e eyes w ere clo sed a n d 
th e m o u th w as clo sed ; th e re w as a little b ru ise on 
th e fo re h e a d ; tn e u n d e r lip on th e le ft-h a n d side 
seem ed to be th e m o st b ru ise d of any p o rtio n of 
th e face ; th e h a n d s lay ac ro ss th e body. 
T h e w itn e ss now cam e to so m e th in g v o lu n ta rily , 
w h ich p le a-ed th e d efence. 
H e n o tic e d , he said , 
a f te r re m a rk in g th e od o r p ro cee d in g tro rn th e 
body, th a t blood cam e o u t in je ts Irom th e m o u th 
an d nose a n d ra n dow n in to th e bosom . T hen th # 
bod y w as tu rn e d o v er so th a t th e blood tric k le d 
a u w n th e le lt side. 
So m u ch bloo 
flow ed th a t 
it m ad e a slig h t d ep ressio n in th e san d . 
T h is 
la tte r 
te stim o n y , 
in 
fla t 
c o n tra d ic tio n 
of 
A sa C u rtis, ca u sed M r. D o o little to d e m a n d th e 
o p in io n of th e w itn ess as to w h e th e r J e n n ie 
C ram er w as d ro w n ed . 
T he e x -ju ro r th e n callo d 
a tte n tio n 
to 
th e 
p e c u lia ritie s 
in 
th is 
c a se : 
“ D ro w n ed la d ie s a ra alw ays b o a te d ; I n e v e r 
h a v e seen a d ro w n ed p erso n w ith h a n d s in f r o n t 
o f th e b o d y ; they h ave been m ore In tu ls sn ap e 
(illu s tra tin g by p u ttin g h an d s o u t, w ith arm s in a 
se tn i-ciicie a n d th e lin g ers e ith e r p a rtly o r en­ 
tire ly clo sed , as if g ra sp in g fo r so m e th in g ); as a 
g e n e ra l th in g , w hen ta k e n o u t of th e w ate r, a 
m u c u s 
com es fro m th e m o u th of th e 
body, 
w h ich I 
D id Nut O b s e r v e In J e n n i e C r a m e r 's C a s e j 
a d ro w n ed p erso n is g en e ra lly v ery rig id , es­ 
p ecially th e lim b s a n d a rm s; in th is case th e body 
w as p erfec tly lim p ; 
J e n n ie C ram er w as* n o t 
f lo a te d ; all th e b odies I h av e seen of dro w n ed 
p erso n s h av e h ad th e eyes o p e n —e ith e r w ide open 
o r p a rtly o p en ; J e n n ie C ra m e r’s ca se w a s tn e o n ly 
on e th a t I saw w ith eyes closed, p ro v id in g she 
w as d ro w n ed , an d uow ' I can m o st decid ed ly sa y ,” 
c o n c lu d ed th e w itu e ss, ’T h a t *o fa r a* I c a n ju d g e 


T H U R S D A V . 


The Organs and 
Intestine# of the L ate 
B eau tifu l 
Jennie 
Cramer 
Clipped. 
Founded, Ground, and then E xhibited 
In Labelled B ottles to the Ju ry In the 
IU alley-Dougl ass T rial. 
NEW H a v e n , A p ril 2 7 .- H w as th e u n a lte ra b le 
o p in io n of D r. P ru d d e n , w ho c o n d u c te d 
th e 
au to p sy , th a t J e n n ie C ram er w as n o t d ro w n ed , 
th o u g h Sam J o n e s poked h is le g al b o d k in ag ain 
a n a ag a in in to th e p h y sic ia n ’s te stim o n y to d estro y 
it. 
T he m ed ico-legal tilt la ste d fo r h o u rs. 
D r. 
P ru d d e n te stifie d w ith o u t an y n o te s to a m u lti­ 
p licity of d e ta ils, clearly, co n c isely a n d w ith o u t 
h e s ita tio n , 
an d 
th e 
ju ro rs 
liste n e d 
w ith 
e v id e n t 
in te re s t, finding 
“ e x p e rt H ^H m ony” 
w hich 
th e y 
could 
fully 
u n d e rs ta n d . 
D r. 
P ru d d e n 
took 
th e 
w itn e ss M aud 
th is 
m o rn in g M f. J o n e s led him to say th a t h e is 
32 only a n d th a t he bad assiste d in m a k in g over 
200 p o st-m o rte m e x a m in atio n s. 
H e m a d e in n 
p o st-m o rtem in th e J e n n ie C ram er case, h e said , 
fo r th e so le p u rp o se of 
A scertaining lh . C aus. s i D eath 
if possible. 
T h is a u to p sy to o k p lace a b o u t 3 
o’clock th e a fte rn o o n of M onday, A u g u st 8 la st, 
an d 
th e 
b o d y 
w a s fo u n d a b o u t fitty -e ig h t 
h o u rs e a rlie r, 
A n a n sw e r to a q u estio n a b o u t 
th e odor ris in g fro m th e body a t th e tim e of th e 
au to p sy lo st som e of its force th e re fo re , a lth o u g h 
Hie w itn ess s a id th a t th e o d o r lie d ete c te d w as 
th a t of d ec o m p o sitio n . 
T h e re w ere scarcely m ore 
th a n IOO p a rtic le s of sa n d in th e w in d p ip e ; per- 
n a p t th a t n u m b e r, how ever. 
H e th o u g h t th is 
a m o u n t m ig h t h av e e n te re d th e w in d p ip e in som e 
w av a rte r d e a th . 
M r. J o n e s now cam e to w h eth e r 
tb s w itn e ss based bis o p in io n th a t J e n n ie C ram er 
w as n o t d ro w n ed solely a n d e n tire ly o n th e p o st­ 
m ortem he had m ade. 
»V. 
T be w itn ess an sw ered th e q u estio n p a rtly in th e 
affirm ative an d th e n w e n t on to say : “ In m y o p in ­ 
ion as an e x p e rt I in te n d e d to say to th e ju ry th a t 
tb e girl did n o t com e to h e r d e a th by d ro w n in g . 
To M r. J o n e s th e w itn e ss finally a d m itte d th a t 
w hen a perso n falls o v erb o ard and p erish e s fro m 
th e effect of co n cu ssio n w ith th e w ate r, no w a te r 
m ay be fo u n d iu th e body, an d th a t a d ro w n ed 
p erso n m ay h av e no n e of th e signs. 
T h ere w as only one o th e r w itn ess d u rin g th e day, 
an d he o ccu p ied th e w itn ess box u n til th e c o u rt 
a d jo u rn e d , an d d id n o t th e n co n c lu d e. 
T hi* is 
P ro fe sso r R u ssell H. C h itten d e n of th e S heffield 
S cien tific School fa c u lty , c o n n e cted w ith Y ale 
C ollege. 
H e is sole ch em ical e x p e rt fo r th e S ta te 
a t th e p re lim in a ry h e a rin g in th e M alley cases. 
On 
th e 
1 6 th 
of 
la s t 
A u g u st 
tie 
took 
fro m D r. 
P ru d d e n six ja rs 
c o n ta in in g 
m uch 
th a t w as m o rta l of J e n n ie C ram er. 
H e a fte rw a rd 
su b je c te d th e c o n te n ts to th e s tra n g e u sag es 
k n o w n to ch e m ists. 
l l . Clipped Organs U p w ith Scissors, 
p o u n d e d 
a n d g ro u n d th e m u p w ith a p e stle ; 
ap p lied 
a c id s 
a n d 
m e ltin g 
h e a t, “ a u d 
on 
J a n u a ry 1 9 ,” said th e im p e rtu rb a b le s c ie n tis t, “ I 
w e n t to E v e rg re e n C em etery w ith D r. P ru d d e n to 
an open g ra v e an d o th e r o rg a n s of th e body of 
J e n n ie C ra m e r w ere ta k e n o u t.” 
T h e p ro fesso r 
p u t tile scie n tific re sid u e of w h a t h a d been a p a rt 
of th e la u g h in g , v iv a cio u s a n d b e a u tifu l J e n n ie 
C ram er 
in 
little 
vials. 
T hese vials w ere a t­ 
ta c h e d by w ires to th e w h ite -p a p e re d in te rio r Bur- 
face of a h ea v y b la ck w a ln u t box, w n ieb opened 
In th e c e n tre lik e a d re a d fu l book. 
P ro fe sso r 
C h itte n d e n d id n o t te ll w h a t final re s u lts h e b a d 
rescu ed . 
H e te stifie d to h a v in g fo u n d in th e in ­ 
te rn a l o rg a n s a to ta l of 1 .1 6 9 4 o f th e w h ite o x id e 
of a rse n ic . 
A fte r th e w itn e ss h a d e x p la in e d th e 
p ro cesses of an a ly zin g ch e m ica lly th e le ft arm , 
w hich he fo u n d co n ta in e d n in ty -fo u r o n e -th o u ­ 
sa n d th s of a g ra in of th e a rse n ic o x id e , th e c o u rt 
a d jo u rn e d . 
_____ 


WHITE. 
W h ite (O ak) to m ove a n d w in. 


Position Mo. 930. 
E n d gam e b e tw e e n M r. Is a ia h B a rk e r an d M r. 
J . H . H arriso n . 
BLACK. 


i Bi 'M*M 


W M 
H P P o 
i H 
i 
H 
H 
i i i 
I L I 


, 
r f M 
fillip® 
ilif 
fill 
I® L... 


DV, O* Mil Cl llvH*uc * 
. 
T 
W’. G a rd n e r 
J r., F . A llen , R . F a lk ln g h a m . J 
Ton a r a n d Dr. T. J . B row n. In p o in t o f ex e cu tio n , 
an d , as an example o f lith o g ra p h ic a r t, th e p o r­ 
tr a y s c a n n o t be ex celled , 
t a c h d e p a rtm e n t of 
th e m a g azin e is a d m ira b le , a n d to th e stu d e n ts 
a n d ad m ire rs of d ra u g h ts we h e a rtily a n d co rd ially 
reco m m en d it.” 
W e tr u s t th e p lay er* of^ thi* 
c o u n try w ill give it a h e a rty s u p p o rt, as it is w ell 
w o rth 'th e p rice d em an d ed , 6 s. 6 d., y ear y su i 
s tr ia tio n . 
A ddress W . & I . B ow n as, 18 
p la ce, L eed s, E n g lan d . 
T h e N ew Y o rk D ra u g h t T o u rn a m e n t Is n o v a 
fixed fa c t, and play will c o m m e n t on MMMlay 
a g re e d u n o n bv tn e co m m itte e . M ay 8 . 
T hose in 
te n d in g to^ co in p ete sh o u ld sen d in th e ir n am es 
a n d su b sc rip tio n s ($* each ) to u s he*1'11" 
* 
- 
* 
b u t su b sc rib ers n eed n o t p lay , p n t b y b eln g o ne 
th e y h av e tb e p riv ileg e o f c h a lle n g in g th e w in n er 
o f th e m edal a t any tim e w ith in th e y ea r. 
n j 
h o p e ev e ry player, h o w ever, will e n te e th e I is ta u d 
P lay, an d m ake it tn e la rg e s t a n d s tro n g e s t ev er 
play ed in th is c o u n try , 
a s th e S co tsm a n p u ts ti. 
" I t is Tor th e c h a m p io n sh ip , n o t fo r n ew sp ap er 
re p u ta tio n , for th e ben efit of no o ne in p a rtic u la r. 
a n d w ill be co n d u cted w ith o u t fe a r o r fav o r. 
/ J 
w e h av e been a p p o in te d tre a s u re r by tn e com ­ 
m itte e , su b sc rib ers au d c o n te s ta n ts ca n re m it 
th e ir fee to us a t th e first n o tic e . 
[T u rf. 
M r. C. F. B arker co m m en ce d play in H av erh ill, 
Mass*., on W ednesday, A p ril 26. 
In th e second m a tc h fo r th e c h a m p io n s h ip of 
T ro y , N. Y ., betw een M essrs. G a rd n e r a n d Mc­ 
N u tt, M r. G ard n er w on, by th e sc o re ; G a rd n e r, 
2 0 ; M cN u tt, 4 ; d ra w n , 16 g am es. 
T h e p lay ers oi C lev elan d , O ., a re to b old a 
to u rn a m e n t soon. 
A ll th e p la y ers, w ith th e e x ­ 
c e p tio n o f Old M an N o rth ru p , h a v e s ig n e d th e 
role. 
'J h e N ew O rlean s C hess, C h ec k er a n d W h ist 
C lu b h av e 554 ac tiv e m em b ers. 
M r. J o h n R o b ertso n , th e d is tin g u is h e d c ritic 
a n d a n a ly s t of E n g la n d , s ta re s th a t M r. L y m an 
la b o rs in th e field o f c h e c k e rs lik e M r. B ow en, 
a n d a re a c re d it to th e a g e w h ich b a s p rece d ed 
th e m 
T h e L iv erp o o l h a n d ic a p to u rn a m e n t co m m en ced 
a t th e T e x te th S ocial C lu b on A p ril 12. 
M r. W illiam R eid, th e ch a m p io n o f th e w est of 
S c o tla n d , p layed all co m ers in e x n ib itlo n g am es 
a t th e C oviton C h ec k er C lu b on th e 1 6 tn of A p ril. 
T h e firs t a n n u a l so cial m e e tin g o f th e A u ch in 
leek C h ec k er C lub w as h eld M arch 22. 
M r W vllie speak s of M r. L y m a n ’s p ro b lem -b o o k 
as fo llo w s: “ W hen I ta k e it u p to e x a m in e it I 
fin d it so in te re s tin g th a t I h a te to leav e it 
d o w n .” 
A m a tc h o f te n g am es fo r £ 1 0 is a rra n g e d to 
ta k e p la c e b etw een M r. J . S m ith oi S u eiiu y m o o r 
a n d M r. J o h n B e n n e tt o f B u rd o n , th e fo rm e r to 
allow h is o p p o n e n t th e o d d s o f d raw s. 
M r. H o w ard L. B ain w ill re p re s e n t N ew ark in 
th e N ew Y o rk to u rn a m e n t. 
M r. R o b e rt M artin s, th e E n g lish ch a m p io n , is 
now p la y in g e x h ib itio n g am es th r o u g h o u t S co t­ 
la n d . 


WHITE. 
B lack (B a rk e r) to m ove a n d w in. 


B O O K P R E M I U M S . 


THE GRIST MILL 


EDITED BY “ COMUS.’ 


Eolations t o th e Grist M ill—Mo. IS. 
M o. 9 * 1 . . , 
C I T Y H A L L 
M o. » * * • 
b o m b a r d i n g 
o v e r r e a c h 
m 
e d i c a t e 
b r i g a d e 
a r c a n e 
R E A D E 
D A T E 
I C E 
N H 
ii 
M o H *3. 
M O N A D 
O M E G A 
N E V E R 
A G E N T 
D A K X 8 
No. St -4. 
s h a k e s p e a r e 
N o. EES. 
F A C A D E S 
A ii A M I 8 T 
C A R K S H i 
A M E it C E R 
I) I S C A N T 
E S S E N C E 
S T E R T E D 


N E I F E 
K A T E R 
S T O N E A T E R 
Mo. Ii 1 7 . 
K 
B U R 
H A 8 E 8 
H A S T E N S 
B 
a s s i n e t s 
F U S T i G A T I O N 
R E E N A C T E D 
8 N E I T E D 
S T I E D 
S O D 
N 
M o. H IS . 
A T T O N E D 
M o. S U L 
H A N D I. E 
A I. I- A C A 
Z E P H Y R 
E X ii O R T 
L E N G T H 
M o. 8 8 0 . 
T 
F O E 
G R A N T 
G R O S S E R 
F R O S T N A I L 
T O A S T M A S T E R 
E N S N A R L E D 
T E A S L K 8 
R I T E S 
L E D 
K 
Mo. 886. 
V 
8 
P O P 
R A B 
C O L I N 
B A T E S 
P O L Y G O N 
R A N U L a 8 
P O L Y N E M E 
S A T U R A J E D 
P I G E Y E D U B E L A C K K 
N O M E S I P E S A T t D 
B E D I V I H E S E R 
S U P I N A T O R 
C U ii E D 
A G A T O p 
T A B E 8 E 
T A E A T E N 
C A I* E N E S B T A M A R I N 
S U B E D I T O R O T A L I T E 3 
B E N I S O N 
D E R I D E D 
S E T O N 
N I T R E 
S O N 
• 
N E D 
R 
6 


p a p e r o n ly • W ith ea ch lis t sh o u ld b e s e n t a s ta te ­ 
m e n t o f how m an y w ord* i t c o n ta in s. 
6 . In ca se of a tie b etw een tw o o r m o re c o n te s t­ 
a n ts, o th e r m a tte r sh all be co n sid e re d in b esto w ­ 
in g th e aw ard - s u c h as th e fe w e st n u m b e r of 
m ista k e s in th e sele ctio n of w o rd s, clearn ess, 
n e a tn e ss a n d o rd e r in m a k in g u p th e lists. 
7 . \ I 1 lists m u st p o sitiv ely c o n ta in a th re e -c e n t 
sta m n an d be receiv ed on or b efo re J u n e 1 ,1 8 8 2 . 
8 . O pen to su b sc rib e rs only, n u t su b sc rip tio n s 
m ay be s e n t in w ith lists. 
A d d ress all lists to W . IL T o d d, 15 < H a rriso n 
av e n u e, B o sto n , M ass. 
_______ __ 


T hroat, Bronchial, and Lang Disease# 
a sp e c ia lty . 
S en d tw o stam p * fo r la rg e tre a tis e 
g iv in g s e lf-tre a tm e n t. 
A d d ress W o rld ’s D isp en ­ 
sa ry M ed ical A sso ciatio n , B uffalo, N. Y. 


T O O U R R E A D E R S . 


It will nay von to read every advertisem ent in this 
paper. W hen you answ er them please do us th e favor 
to say you saw th e advertisem ent in TH E W EEKLY 
GLOBE. 
g_ 


ERRORS 


O F 1 


YOUTH! 


BE YOUR OWN PHYSICIAN! 
M any m en, from th e effects of youthful im­ 
prudence, have b ro u g h t about a state of weak­ 
ness th a t has reduced th e general system so 
m uch 
as 
to 
Induce 
alm ost 
every other 
disease, and th e r, a 1 cause of th e trouble 
scarcely 
ever 
being suspected, 
they are 
-I ..._.4 
* - 
Annsatliinn 
Villf 
t lid I’Wllt 
d o cto r# ! 
for 
ev e ry th in g r but 
th e rig h t 
oue. 
N otw ithstanding 
th e 
m any 
vulu- 


M o. 8 6 3 —Mn m e id e a l. 
“ A m an of m ight was Tuba! C ain.’’ 
And as a m ight v m an did to tal reign, 
in Hie days of chivalry and of beau ty ; 
Iii tile days w hen little was m ade of duty. 
J.II HIU UUP WU61I HUSO ” 
v 
~ 
__ 
Seven le tte rs com pose this doughty king s nam e, 
— 
• 
...» * - • a - I- 
LI.»« I) V 
CSC * v ii ivivNj a vui*>p ’“v 
— - —— 
« 
„ - 
Though a title beside is given bim by fam e. 
I. 2. 3, 4. and 4. 5. 0, 7. was tills w arlike man. 
Ami now the puzzle solve it you can. 
D orchester, Ma**. 
OLIVE MOSSE, 


C a n e Mo. 1387—Old Fourteenth. 
BY T H E O . W . H IM L E Y , G R E E N F O R D , 0 . 
1 1 ..1 5 
2 0 . . l l 
5 .. 9 
9 2 - 2 3 
2 6 ..2 3 
2 3 - 1 9 
7 - 1 6 
1 3 - 6 
1 1 ..16A . 
£ 7 - 1 4 
8 ..1 1 
2 1 - 1 7 
IO ..1 5 
2 0 . . l l 
2 9 . .2 5 
2 2 ..1 7 
1 4 ..2 1 
2 5 ..2 2 
2 4 . .'It 
1 5 . . l l 
4 .. 8 
2 3 .. 7 
I ..I O 
3 0 ..2 6 -1 
2 5 ..2 2 
17 
1 3 
2 . . l l 
2 4 ..2 0 
2 7 - 3 1 
1 8 ..l o 
I S I .I S 
1 9 ..IO 
1 5 - 1 9 
2 6 - 2 2 
2 2 - 1 8 
2 4 ..2 0 
6 ..1 5 
2 2 - 1 7 
3 1 ..’2b 
1 4 - 9 
1 1 ..1 5 
2 6 ..2 3 
1 0 - 1 5 
2 3 - 1 8 
1 8 ..1 4 
3 .. 7 
1 8 ..1 4 
2 1 - 2 0 
D raw n . 


U s e f u l a n d N e c e s s a r y H a n d b o o k # F r e e . 
I . “ C o n v e rsa tio n ; It* F a u lts a n d Its G races, 
co m p ile d by A n d rew P . P eab o d y , D . D ., L L . D ., 
c lo th , p ric e 50 c e n ts ; n e w e d itio n , c o n ta in in g , 
(I) D r. P eab o d y ’s L e c tu re , (2) M r. T re n c h ’s L ec­ 
tu re , (3) M r. P a rry G w y n n e’s A W o rd to th e W ise, 
o r H in ts on th e C u rre n t Im p ro p rie tie s o l E x p re s­ 
sio n in W ritin g an d S p e a k in g , (4) M ista k e s an d 
Im p ro p rie tie s in S p e a k in g a n d W ritin g C o rrected . 
2. “ H a n d b o o k of E n g lis h S y n o n y m s,” 5 0 ce n ts. 
3. “ H an d b o o k o f F ie ld B o ta n y ,” 5 0 c e n ts. 4. 
“ H an d b o o k of 
L ig h t G y m n a stic * ," 6 0 c e n ts. 
5. “ P ro n o u n c in g H a n d b o o k o f 3 0 0 0 W o rd s o fte n 
M isp ro n o u n ced ," 3 6 c e n ts . 
6 . “ H a n d nook o f 
P u n c tu a tio n ,” 50 c e n ts . 
7. “ In s e c ts —H ow to 
C atch a n d H ow to P re p a re T h e m fo r tb e C a b iu e t, 
50 c e n ts . 
E ith e r o f ab o v e v ery v a lu a b le w o rk s, 
u ecessary to y o u n g a n d o ld , w ill be s e n t fre e to 
any o n e fo rw a rd in g th e n a m e s o f tw o new s u b ­ 
s c rib e rs a n d 62. 
Y ou c a n h a v e tw o books by 
s e n d in g th re e new s u b sc rib e rs a n d 83. 
T he books 
are n o t fo r sale, b u t w ill be g iv e n aw ay as p re m i­ 
u m s. 
E a c h is n e a tly p rin te d , a n d Is b o u n d in 
stiff co v ers, an d w ill b e fo u n d to b e in d isp e n sa b le 
fo r re fe re n c e o r s tu d y . 
A d d re ss T h e W SEELY 
GLOBE, B o sto n , M ass. 


M o. 8 6 4 — D o u b le A c r o s tic . 
(N in e -le tte r w ords.) 
A cro ss—I . N o t re n d e re d im p u re by a d m ix tu re ; 
2. A f r u it rese m b lin g th e p e a c h ; 3. G ro w in g red ; 
4. W ith o u t p rev io u s s tu d y ; 6 . O ne w ho 
bv p ra ise s; 6 . A final p ro p o s itio n o r co n d itio n as 
th e b a sis o f a tr e a ty ; 7. V ilen ess o f p rin c ip le ; 8. 
A d isc h a rg e o f m o istu re fro m a n im a l b o d ie s; v. 
D ra w in g a su n d e r. 
P r i m a l —N o t p ro v en to b e false. 
F in a ls —T h a t w h ich d isc o u ra g e s bv fe a r. 
N ew Y o rk C ity. 
K ko y W e n . 
M’o . 8 0 .V - O c ta g o n . 
J . T he to p ; 2. N a tiv e s o f a c e rta in c o u n try of 
E n ro n e ; 3. A s o n g ; 
4. A n In fla m m atio n !!! a 
b orne’* th r o a t; 5. A d o m e stic a te d fo w l; 6 . P a r t or 
an a n c h o r; 7. A sm a ll.c h e st. 
t s p o o k 
A u g u sta , G a. 
A - T * » POOJ“ 
M o. 8 0 6 —T ,e t« e c F .n lg m a . 
In starry flag. 
In naughty boy, 
In K entish rag. 
In m aiden coy. 
In Inwinding stag, 
In curious toy, 
In ugly hag, 
Tri m ixed alloy, 
In m ountain crag, 
In to destroy. 


Uue. 
...---j ^ 
----- 
able rem edies th a t m edical scieuce has pro 
duced for th e relief of th is class of patients, 
none of the o ditiary m odes of tre a tm e n t effect 
ti cu re. By our ex tensive college aud hospital 
practice we ii ive ex p erim ented and discovered 
new and co ncentrated rem edies. The accom- 
panvlng prescription Is offered as a certain and 
tpted ‘1 cure, as h u ndreds of cases in our < raetlco 
have been restored to p erfec t h ealth by its use 
after all o th er rem dies failed. 
P erfectly pure 
ingredients m ust be used in th e p reparation of 
fills prescription; 
ut —tincainifrom E ry th ro x y lo n co ca),!arach in . 
Jeru b eb lu . V2 d rachm 
Hvjiophosphit# quinia, Vs drachm . 
G elseinin. 8 grains. 
E xt. ignnUte am artv (alcoholic), 2 grains. 
Ext. leptam lra, 2 scruples. 
G lycerin, q. s. 
Mix. 
M ake 60 pill?. T ake one pill at 3 P . M., and 
an o th er on going to bed 
In som e cnses it will 
be necessary for tb e p atien t to tak e two pills at 
bedtim e, m aking th e num ber th ree a day. 
, 
1 _ 
. 
.» n ,l a ,. 
j, a h H 111 a i 1 1 i f 
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expenses if you buy. come anyway, you ore welcome. 
F re e Coach « Ith poilu- atten d an t* meetwnll train*. 
Other Organs $80, #40, SOO ap. Pianofortes *126 to SIMO. 
Beautiful illustrated Catalogue free. Address or call upon 
DANIEL F, BEATTY, Washington, New Jersey 


in ii‘J I ly 
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RADICAL CURE. 
-For 


o e u u n n , s i * u u | 
- — 
T his rem edy Is adapted to every condition of 
nervous debility and w eakness in eith er sex. 
an d especially In those cases resulting from 


N 
E 
R 
V 
O 
U 
S 
D E B I I nI T Y , 


a n a es! rem , J rn i 
- ........ 
. 
int' rudeuce. The recu p erativ e pow ers of this 
resto rativ e are tru lv astonishing, aud its use 
continued for a sho rt 
tim e changes the 
languid, d eb ilitated ,n erv eless condition to one 
of renew ed life and vigor. 
, , „ 
As we are eo m tau tly in receipt of le tte rs 


lO RC AN EC 
W E A K N E S S 


-Sr O T T K T O r 
^ V I ­ 


AS we arc eu iew iu o j 
• v..... - — - 
. 
of inauinr relative to th is rem edy^ 
iii m utiny 
vv* 
-----------> 
1 * J1 
1*. 
say to those who would p re ie r to obtain it 
~ J 
... * _ _ _ 
a t Iv* , o af rtfflna m iinrtir 
pay 10 viiusr wiiu w“ uiu 
— 
from us. bt rem ittin g ? < in post office m oney 
o r d e r , 01 registered le tte r, a securely sealed 
IT'ICI, lf I 
IC* VSS 
r 
* 
package, in its p ure state, w ill lie sen t by 
re tu rn m ail from our private laboratory. 
New England Medical Institute, 
2 4 TREM O N T R O W , 
B U S T O M, .« A S S ., 
Sudw ytf ap2 
THE 


M I D D L E ­ 
AGED 


M E M .. 


4 * 


rss,.c 
.. J* o 
, 


2 8 .. 24 
8 ..1 1 
2 3 ..1 8 
ID ..2 4 
l l - 8 
2 6 - 2 3 
1 5 - 2 2 
2 7 - 2 3 
1 5 - 1 9 
9 - 1 4 
2 5 - 1 8 
1 5 - 1 8 
1 8 - 1 5 
3 1 - 2 6 
7 - 1 0 
3 4 - 1 0 
2 5 - 2 9 
1 1 - 1 6 
2 9 - 2 5 
1 8 - 2 7 
2 2 - 1 8 
A—In g am e N o. 1 3 6 8 (O ld F o u rte e n th ) M r. H . 
D. L y m an a t th is p o in t m ove* 2 4 - 2 7 , p e rm ittin g 
w h ite to w in. 
(V at. I .) 
IO .. 7 
7 .. 2 
2 .. 7 
7 ..I O 
IO ..1 9 
2 7 ..3 1 
3 1 ..2 7 
2 7 ..1 8 
1 8 ..2 2 
2 2 .. 13 
D raw n . 


G a m e 
N o. 1 3 8 8 - F i f e . 


P lay e d 
a t D e tro it 
M ich., b etw e en M r. W y llie 


an d M r. J . M cG reevy. 
W yllle’* m ove. 
l l . . 1 5 
2 6 ..2 3 
8 ..1 5 
1 2 .. 8 
2 6 .. 22 
2 3 ..1 9 
l l . . 1 6 
2 0 .. 16 
l l . . 1 5 
8 .. 3 
9 . 14 
3 0 .. 26 
1 2 ..1 9 
8 .. 3 
2 2 .. 29 
2 2 ..1 7 
7 . . l l 
23 . 16 
1 5 ..1 9 
3 .. 7 
5 .. 9 
2 4 .. 2 0 
1 4 ..1 8 
3 .. 8 
I O ..l o 
1 7 ..1 3 
1 5 ..2 4 
2 6 .. 23 
1 9 ..2 3 
7 ..I O 
1 4 ..1 8 
2 8 .. 19 
1 8 ..2 7 
2 0 ..1 6 
2 9 .. 25 
2 1 ..1 7 
l l . . 1 5 
8 1 . 2 4 
2 3 .. 26 
IO .. 19 
9 ..1 4 
2 0 . . l l 
1 5 ..1 8 
8 . . l l 
2 5 .. 22 
2 5 ..2 1 
1 5 ..2 4 
2 4 ..2 0 
2 6 .. HO 
1 9 .. 15 
7 . . l l 
2 7 ..2 0 
4 .. 8 
IO .. 12 
6 ..IO 
2 9 .. 25 
1 8 ..2 7 
IG ..1 2 
3 0 ..2 6 
l o . . « 
3 .. 7 
3 2 ..2 3 
8 . . l l 
1 2 .. 8 
A I ..I O 
D raw n . 
A —A g am e w ell p la y e d — [T urf. 


Y a n k ee Motion*. 
A B rid g e p o rt, C on n ., m an is c o n v e rtin g tb e old 
fam ily c a rria g e of J a m e s F is k , J r ., in to a p u b lic 
co n v ey an ce. 
C h risto p h e r M itc h ell o f A u g u sta. M e., ha* ju s t 
e n te re d h is 9 7 tn y ear, is y e t in good h e a lth , a n d 
read s th e m o rn in g p a p e r w ith o u t th e a id of 
glasses. 
T here w as re c e n tly m a rrie d a t S im sb u ry , C onn., 
J o se p h R. Toy, ag ed 72 , a w id o w er sin ce la s t S ep­ 
te m b er, to M ary Toy, his d a u g h te r-in -la w , ag ed 
30 , a w idow sin c e M arch. 
A sh o e fc a k e r in D an v ille, V t., w ho h a s d ev o ted 
h is lite t 6 th e a r t o f h am m erin g , trie d to sh in g le 
a house th e o th e r d ay , a u d p o u n d e d h is fin g e rs so 
bauly th a t b e h as b a d to q u it w ork. 
The h o u se o f J o h n H . D earb o rn , in S tra th a m , 
N. Ii., 160 y e a rs ag o , o r m ore, d u rin g tb e In d ia n 
tro u b les, w as a g a rriso n a n d n ig h tly re s o rt fo r 
safety to th e peo p le o f th a t n e ig h b o rh o o d . 
F ro m O x fo rd , M e., com es th e sto ry th a t a s h o rt 
tim e sin ce a d o g c a u g h t a w o o d ch u ck , h u t o w in g 
to poor te e th co u ld n o t Bite him su fficien tly h a rd 
to cau se d e a th ; w h ereu p o n tb e dog to o k th e w ood­ 
ch u ck lo a pool o f w a te r a sh o rt d is ta n c e aw ay , 
a n d w ith te e th a u d p aw s h e ld h im u n d e r w a te r 
u n til d ro w n ed . 
A n in d iv id u a l fro m th e ru ra l d is tric t* w e n t in to 
a N ew B ed fo rd p ic tu re s to re n o t lo n g ago, an d 
lo o k in g a ro u n d saw a la rg e p a in tin g a t th e en d of 
th e room . 
“ W h a t is th a t? ” he in q u ire d . “ T h a t," 
said th e p ro p rie to r, “ is tb e ‘D eath o f A b el.’ ” 
“ S ho! w a n t to k n o w ," w as th e rep ly . 
“ I t m u s t 
Have b eeu p a in te d a g r e a t w h ile ago. ’ 
A tra v e llin g sa le sm a n re s id in g in th is c ity in 
fo rm s u s m a t in V e rm o n t th e re a re tw o ie in aie 


F R I D A Y . 


Professor 
Chittenden and 
HI* Seleatlfle 
A nalysis—T he Amount o f A rsenic Found 
in Jen n ie Crem er’s Body. 
N e w H a v e n , A p ril 2 8 .—P ro fe sso r R. W . C h it­ 
te n d e n th is fo ren o o n c o n tin u e d to te ll a b o u t bis 
scie n tific 
an a ly sis o f 
th e re m a in s of J e n n ie 
C ram er, a n d p la c id ly to ld how h e to o k “ sam p le 
m ix tu re s ” of th e liv e r a n d o th e r o rg a n s fo r te sts. 
M r. D o o little , fo llo w in g u p h is p ra c tic e of p lu n g ­ 
in g a t o n ce in to th e m id d le of an in q u iry w ith ­ 
o u t u n n e c e ssa ry c irc u m lo c u tio n , ask e d : 
“ In w h a t fo rm , p ro fesso r, d id th is a rs e n ic e n te r 
th e body?” 
, 
. , 
“ My o p in io n is th a t it (th e poison) w as ta k en 
in 
a v ery so lu b le 
an d 
d iffu sab le lo rfn ; 
my 
reaso n 
to r 
tills 
o p in io n 
is 
b ased 
first 
uno n th e a m o u n t of arsen ic fo u n d in tile b ra in ; 
in th e o n e -tld rd of th e b ra iu I fo u n d .0 2 6 5 of a 
g ra in of w h ite o x id e of a rse n ic ; la k in g even 
th a t q u a n tity an d n e g le c tin g 
th e 
rem ain in g 
tw o -th ird s of th e b ra in th e a m o u n t in m y e x p e ri­ 
ence i* e x c e p tio n a lly la rg e ; th e g en e ra l ru le in 
m y e x p e rie n c e , a u d based on re c e n t p u b lish e d in ­ 
v e s tig a tio n s ny o th e r people, is th a t a rse n ic ta k e n 
in th e fo rm o f w h ite o x id e, o r in an inso lu b le 
form , is n ev e r fo u n d in tn e b rain n e ith e r in ac u te 
n o r c h ro n ic cases o f p o iso n in g by a rse n ic in o th e r 
th a n very sm all tra c e s ; w h ereas, w hen arsen ic is 
ta k e n in 'tlie fo rm of a soluble a n d d iffu sib le com ­ 
p o u n d , w hich can pass read ily in to th e blood, 
th e n th e q u a n tity fo u n d in th e b ra in is g en erally 
very lunch la rg er, th e reaso n b ein g th a t w hen 
tn e a rse n ic is in a fo rm so lu b le w ith difficulty, 
e n o u g h c a n n o t p ass in to th e blood a t any one 
tim e to allow of an y g re a t ac c u m u la tio n in tb e 


G a m e M o. 1 3 8 9 —C ro s s . 
P la y e d in th e G lasgow C e n tra l C lub to u rn a m e n t 
b e tw e e n M essrs. J . L e itc h a n d A . B arn * . L e itc h ’s 


m ove. 
l l . . 1 5 
2 3 - 1 8 
1 5 - 1 9 
2 4 - 1 5 
1 0 - 1 9 
2 2 - 1 7 
1 2 - 1 6 
1 7 - 1 4 
8 - 1 2 
2 7 - 2 4 
4 - 8 
2 4 - 1 5 
• T h t* 


7 . IO 
5 . .1 4 
2 6 . 31 
I . 
6 
1 4 . 
7 
8 1 . .27 
2 9 . 25 
'18. 14 
3 . 
19 
2 3 . .2 6 
3 1 . 
26 
*27. 24 
21 . 17 
3 0 . .2 3 
2 4 . 19 
1 4 . 
7 
1 9 . 23 
1 4 . .17 
lo . 
24 
2 . 
l l 
2 6 . 
19 
2 5 . .21 
2 8 . 19 
1 7 . 
14 
1 6 . 23 
1 7 . .2 2 
2 6 . 31 
2 4 . .1 5 
1 7 . 
13 
2 4 . .2 0 
2 5 . 22 
1 4 . .IO 
8 . . l l 
l l 
.1 5 
3 1 . .2 7 
YY. w ins. 
2 8 . .2 4 
32 
.2 8 
2 3 . 
18 
9 . .1 4 
22 
.2 6 
6 . 
IO 
1 8 . 
9 
27 
.2 4 
2 1 . 
17 
loses; 2 7 . .2 3 d raw s —A. B 


ll LUU VU 
vs -Mf 
— - 7— :------------, , 
b ra in , sin ce it is very read ily e lim in a te d —th ro w n 
o u t of th e body by th e k id n e y s; th e second 
o u t OI 
VUU DWWJ -J 
--------------------- --------' 7 ~ 
p o in t th a t influ en ces m e in ray o p in io n as to th o 
fo rm in w h ich th e a rse n ic w as ta k e n is 
T b e L a r g e Q u a n ti ty o f A r s e n ic 
fo u n d in th e m uscle tissu e s o f tb e b a c k ; in th e 
on e p o u n d a n d s ix o u nces w a* fo u n d .3 5 6 of a 
g rain of w h ile o x id e of a rs e n ic ; th a t q u a n tity of 
a rse n ic p ro p o rtio n a te ly is e x c e e d in g ly la rg e, a n a 
in m v o p in io n su ch an a m o u n t co uld n o t have 
been 'absorbed by th a t a m o u n t o f m u scle tissu e, 
e x c e p tin g th a t th e arsen ic h ad been ta k e n in a 
so lu b le an d 
diffu sib le fo rm ; 
th e th ir d p o in t 
w h ich 
in fluences 
m e 
in 
m y 
o p in io n 
is 
th a t w hen solid arsen ic is ta k e n m icro sco p ic e x ­ 
a m in a tio n u su ally rev eals p a rtic le s o r c ry s ta ls of 
th e a rse n ic on th e liv in g m e m b ran e ot th e a li­ 
m e n ta ry ca n a l—th e sto m a ch a n d in te s tin e s; th e se 
are th e th re e p o in ts u p o n w h ich I base m y o p in ­ 
io n in re g a rd to tn e fo rm in w h ich th e arsen ic 
w as ta k e n . 
“ W as th e re en ough a rse n ic in J e n n ie C ra m e r s 
body to p ro d u ce d e a th ? ” 
T he w itn e ss th o u g h t tb a titb e re w as; th a t u n d e r 
c irc u m s ta n c e s fav o rab le to th e a c tio n of Hie 
po iso n , tw o to th re e g ra in s a re a fa ta l dose. 
A rse n ic, he co n tin u e d , q u ic k e s t 
acco m p lish es 
d e a th w hen in a read ily so lu b le o r d iffu sib le form 
A larg e dose is liable to cau se v o m itin g . T he av er 
ag e tim e of d e a th from a fa ta l dose is from tw elve 
to tw en ty -fo u r H ours, b u t still th e re a re m any ex ­ 
ce p tio n s iii w hich th e d ru g h a s a c te d m o re »peed- 
ily o r ta rd ily th a n th is. 
D eath H as B e e s K now n to Oeear from 
Arsenic in H a lf an Hour. 
O xalic 
acid, 
th e 
w ash 
used 
to 
p re se rv e 
J e n n ie C ra m e r’s fe a tu re s , w ould n o t diffu se w ith 
tb e flesh o f a d ea d p e rso n lo r som e tim e to any 
c o n s id e ra b le e x te n t, an d it is a v eg e ta b le and n o t 
a m in eral poison. 
T he p ro fesso r now cam e to 
th e tim e arsen ic had been in J e n n ie C ra m e r’s 
body b efo re her d e a th , 
H e d id n o t th in k , c o n ­ 
sid e rin g th e am o u n t of a rs e n ic in th e sto m ach 
an d in te s tin e s, th e d ig e stiv e can als co n ta in e d 
m o re th a n h alf th e a m o u u t fo u n d in th e e n tire 
in te rn a l o rg an s. 
C o n sid erin g 
also th e 
sm all 
a iu o u u t in th e k id n e y s, w h ich ra p id ly e lim in ate 
arse n ic , th a t J e n n ie C ram er h ad tn e arsen ic in 
b e r sy stem m ore th a n tw e n ty -fo u r h o u rs b efore 
h e r d e a th . 
M r. 
C ase 
co n d u c ted 
th e 
cross- 
e x a m in a tio n , w h ich w as om v barely o p ened w hen 
c o a rt wa* a d jo u rn e d u n til n e x t T uesday- 


G a m e M o. 1 3 4 0 —W i lt o* th e W is p . 
T h e tw o g am es w h ich fo llo w w ere play ed in th # 
■W igtow nshire to u rn a m e n t re c e n tly h eld a t N ew 


L u c e: 
l l . . 1 5 
8 . . l l 
1 5 - 2 4 
I - 5 
1 4 - 1 7 
2 3 
1 9 
2 9 - 2 5 
2 8 - 1 9 
1 8 .. 9 
2 3 - 1 4 
9 1 3 
6 ..IO 
1 1 - 1 6 
5 - 1 4 
3 7 - 2 2 
22 
1 8 
2 5 - 2 2 
1 8 - 1 5 
1 9 - 1 5 
2 6 - 1 7 
3 5 " 2 2 
2 - 7 
4 - 8 
1 1 - 3 8 
1 3 - 2 
2 6 
1 8 
2 6 - 2 3 
8 2 - 2 7 
I O - 6 
3 1 - 2 6 
IO 1 5 
1 0 - 1 5 
7 - 1 1 
8 - 1 1 
2 2 - 3 1 
18 
l l 
3 0 - 2 6 
1 5 - 1 0 
6 - 
2 
6 - 1 0 
7 - 2 3 - 1 
5 - 
9 
9 - 1 4 
1 1 - 1 6 
D raw n . 
2 7 - 1 8 
2 4 - 1 9 
2 2 ..1 8 
2 .. 6 
(V ar. I.) 
In a s u b s e q u e n t g am e 8 - 1 5 w a* p lay ed a t th is 
p o in t, a* follow s: 
8 .1 5 
7 - 1 0 
5 .. 9 
1 2 - 1 9 
1 5 - 1 9 
19 
IO 
3 2 ..2 7 
2 4 - 2 0 
2 3 - 1 6 
2 3 - 1 6 
6 
15 
2 - 6 
1 5 - 2 4 
I - 
6 
1 0 - 1 5 
2 7 . 2 3 
2 3 - 1 9 
2 8 - 1 9 
2 6 - 2 3 
2 7 - 2 4 
4 
8 
6 - 9 
1 1 - 1 5 
1 0 - 1 5 
1 4 - 1 8 
2 9 . 2 5 
2 6 - 2 3 
2 0 - 1 6 
1 6 - 1 1 
2 4 - 1 9 
s 
l l 
9 - 1 4 
1 5 - 2 4 
6 ..IO 
IV. w ins. 
2 5 - 2 2 
3 0 - 2 6 
2 7 - 2 0 
3 1 - 2 7 


Solution o f P osition Mo. 936. 
E n d gam e fro m th e “ L a ird a n d L a d y ” b etw e en 
M r. M iles M erry o f L o n sd ale, R . I., a n d M r. C. F. 
B a rk e r: 
“ 9 
2 5 
2 3 - 1 8 
1 4 - 9 
1 1 - 1 8 
2 - 4 
1 7 - 2 1 
2 1 ..8 0 
D raw n . 


Ll Fill ft UP Wisest ass t 
7 ' 
. 
d ru m m er* ,” o u e o f te e m tra v e llin g w ith cig a rs 
til Ll IU UIC1 Ot 
vuv v . 
.................... 7* 
— - 
an d tb e o th e r re p re s e n tin g a la rg e flo u rin g ©stab 
Itsb m e n t. 
B o th co u im au d la rg e s a la rie s , a n d one 
su cceed ed to th e p o sitio n h eld by h e r h u sb a n d 
s h o rtly a f te r h is d e a th .—[M a n c h e ste r M irro r. 
B en jam in C arv ille , w ho d ie d la te ly in L e w isto n , 
M e., a t tb e rip e ag e o r 81 y ears, h ad liv ed in 
w edlock w ith h is w ife, w ho su rv iv e s h u n , fo r 
six ty y ears. 
H e h ad liv ed on o n e fa rm all b u t 
tw elv e y e a rs of h it H ie. 
H e n ev e r s e t fo o t iii a 
stea m c a r, a n d n e v e r w en t o u ts id e th e S ta te of 
M aine 
A lth o u g h an e x c e lle n t s c h o la r, h e n ev e r, 
in all b ls life, s e n t a le tte r by m ail, a u d n ev e r re ­ 
ceived b u t oue. 
A p e rso n d is e m b a rk e d fro m a c a r lo a d ed w ith 
lu m b er a t B u rlin g to n , V t , la s t w eek, a fte r h a v ­ 
in g beer, im p riso n e d th e re in fo r sev en d ays an d 
rid d e n fro m M ich ig an . 
I t w as io u n d th a t he h ad 
c u t a h o le six in c h es in c irc u m fe re n c e in th o en d 
of th e c a r fo r v e n tila tio n a n d fo r th e p u rp o se of 
o b serv in g th e scen ery on th e ro u te , a n d th e sev en 
d ay s h a d a p p a re n tly b eeu p assed co m fo rtab ly , 
th o u g h p e rh a p s so m e w h a t m o n o to n o u sly . 
S y lv este r F o w ler o f N ew L o n d o n , C onn., lately 
c a u g h t a m a m m o th co d fish in th a t h a rb o r. I t w as 
live fe e t lo n g a n d w eig h ed s ix ty p o u n d s. 
Tho 
head D u p ed th e scales a t ii I te en a n d o n e -q u a rte r 
p o u n d s am i th e m o u th w as la rg e en o u g h to sw al­ 
low a good-sized baby. 
I t h a d a to n g u e th a t 
w eighed o n e p o u n d . 
O ne old m an w ho bud fished 
m an y of th e finny trin e fro m th e ir w ate ry hom es 
rem ark ed - " I t ’s th e b ig g e st cod fish I ev er saw , 
and if be w as full fed , h e’d w eig h eig h ty p o u n d s.” 
In ti e co d fish ’s sto m a c h th e re w ere fo u n d , fo u r 
flat fish, th re e iro a t fish, an old m a id a n d n u m b e r­ 
less eels. 
P o w n al, V t., salo o n -k e ep ers seem to h av e dis 
covered a n effec tu al w ay o f e sc a p in g a liq u o r 
raid w h ich h as th e v irtu e of n o v elty a t le ast. O ue 
o r t h * salo o n -k e ep ers in said v illag e b ein g led to 
I plieve th a t a ra id w as c o n te m p la te d , as th e re 
had b een a n o isy d is tu rb a n c e in h is h o tel th o 
n ig h t p rev io u s, clo sed h is p la ce, c h a lk e d sm all 
pox on th e d o o r, th re w th e re_d flag to ^tbe bree® 


H ere voo’U find. lf b u t you look, 
A fas' icle. or a bouquet, 
A division of a book. 
A little bundle or nosegay. 
A urora, IU. 
N b d « a z e I“ 
M o. SOT—D ia m o n d . 
I . A le tte r; 2. A p ro n o u n ; 3. 
4 - P nl . ”„ 
tb e m o st fam o u s h ero es o f a n tiq u ity , 5. Tilie 
fa b ric a to r of tb e w ooden h o rse 
m ean * of 
w h ich Troy w as ta k e n ; 6 . A ru in e d c ity 
of 
P e rs ia ; 7. A le tte r. 
R o ck lan d , M e. 
k n o x . 
Mo. 868—H a l f “S q u a r e . 
I . A co a rse u p p e r c o a t; 2. F u ln e ss o f b lo o d ; 3. 
O ne w ho k eep s a sh ed fo r b ee s; 4. 
5 To r e le t; 6 . In th e p o sitio n o f a m an m a k in g a 
th r u s t; 7. To k is s ; 8 A c a d e la m b (prov. E n g .), 9. 
O ne; IO. A le tte r. 
n * v n v L y o n 
M an ay u n k , P e n n . 
D a n d y l y o n . 
M o. 8 6 0 —^R e b u s . 
(To “ D on C arlo s.” ) 


3 0 0 ^ 


B o .to n .M M ,. 
S r m y x - 
M a. STO —D ia m o n d . 
I a le tte r- 2. L ik en ess; 3. A ru n n e r; 4. O ne 
«»,*« tell* over- 5. A p p easin g ; 6 . A p ro m o te r o f 
p ea ce; 7 ,s m a ll,’p o rta b le w o rk -b ag s; 
; 
9 su m # assessed by p u b lic a u th o rity ; IO. A S pan- 


* > ™ 
« » • » » “ 
• 
M o. S T I —H n lf - S n n a r e . 
I A n u zz ler: 2. A d e ta c h e d w o rk in fo rtific a ­ 
tio n s; 3. O ne w ho d e c la re s o penly ; 4. R e c e n t!v; 5. 
To n a rt in to th re a d s fo r a re e d , 6 . A tre e , 7 . A 
p re fix : 8 # A le tte r. 
S o u th L ib e rty , M e. 
j e s s e OVERLOCK. 
M a. 8 7 S —C h a r a d e . 
A a ire d is a s te r is rny fir s t, 
M y Iasi th e h o m e of th e w ild fe a sts; 
M y w h o le is w o rsh ip p ed as d iv in e 
Bv a la rg e p o rtio n o i m a n k in d . 
U n ity , M e. 
®* F- K* 
M o. 8 7 3 — S q u a r e . 
(To “ S k ele to n .” ) 
3 A re g is te r (rare): 2. A k in d o f rid ic u le w h ich 
ex p o ses th e fa u lt a n d e rro r of o th e rs by seem in g 
to a d o p t, ap p ro v e o r d efen d th e m ; 3. T h e th re e 
fa te s 
p a s t, p re s e n t an d fu tu re ; 4. A h alf-y ear 
s tip e n d ; 6 . A th le tic s ’ h alls. In w h ich th e ir sp o rts 


“ s a n F ra n c isc o , C al. 
M iss T . GOODE. 
M o. 8 7 4 —G r e e k C ro s s . 
(To “ S p h in x .” ) 


Admiration 


O F T E E 
WORLD. 
Mrs. S. A. Allen’s 
WORLD'S 
HairRestorer 


I up ! 


[of three sire* 
I No. I, (enough to 
I last a month,) 
I No. 2, (sufficient to effect 
~V,V >j a 
I a permanent euro, unlet* in 
^ <« 
I severe cases,) $5; No. 3, (lastint^v^L M 
lover three months, will restore tho«eV^^J> ■ £ * • - 
I in the wont condition,) $7. Sent 
I mail, in plain wrappers. F ull Dire©- 
[lions for using will accompany each box> 


IS PERFECTION! 
For RESTORING GRAY, W H ITE 
or FADED HA IR to its youthful 
COLOR, GLOSS and BEAUTY. 
It 
renews its life, strength and growth. 
Dandruff quickly removed. 
A match­ 
less Hair Dressing. 
Its perfume rich 
and rare. 
Sold by all Druggists. 
E s ta b lis h e d o v e r 40 y e u rs . 
E n o r m o u s a n d in c r e a s in g s a le s 
T h r o u g h o u t E u r o p e a n d A m e ric a . 
Z y lo Balsam um <miw» 
A lovely tonic and H air Dressing’. It 
rem oves Dandruff, allays all itching, 
stops falling H air and promotes a 
healthy grow th w ith a rich, beautiful 
gloss, and is delightfully fragrant. 
Price Seventy-five Cents in lnrjje 
glass stoppered Bottles. Sold by all Druggist*. 
WSeowAtwyoamXy niy'J) 


P r e p a r e d a n d S o ld O X L X b y 


H A R R I S R E M E D Y C O .M f g .Chemists, 


M a r k e t a n d 8 t h STS., S T . LO U IS, M O. 


olO—eow ly 
On 50 I anre “Ixf (’A KOS. Kfm#m# 
. bran re, Sentiment, Hand Hoi|Uet, Ae. 
Nu 2 alike, I Or, Ii pk*. $1. Please send 
r -Or. for Alburn of IOO sample* and list vt 
r 200 elegant pr*>m\um*Hnii Reduced Price List* 
20 fine Lilt Betel Edge Card*,turned corner,IOC# 
Your 
M O # ! 
__ 


^Ijtvnts urn lie 50 per rent. We nfftr tile lnrve't line of Curd* 
the licM Premium* anil the lowest priee*. We SII ull order* 
promptly nod uunrnnlee .atl.fncUon, A mittenr Printer* "iip* 
piled with blunk curd* stwhole*ale prlre-. i:.tiilill*heil I SJO. 
NOIlTHHiltl) I’A KU >1 OK KS, .North!.,rd, lo o n . 
wy25 
62t 
Almost (riven sw ay. 
In order to Intro­ 
duce our publics- 
________________ 
—H on, where they 
s ro n o t k n o w n w e w ill .end ti* mail, poatpaid, upon receipt of 
onb s ix th re e -c e n t atam -i*. 4 7 piece, of our la te st and best 
ill le n to , consisting_of W a ltz e s . P o l k a s , G a lo p s , 
4 7 Instrwii Gems 


HXltftlC* COnsiswOK 
v* am * v 
■< * 
H o h o t t t l c h e * , T r f tU ic r & p tto u i* e tc .* e tc # IJ jy 
are R l r t f i i n i l y p r i n t e d # f u l l M u s ic siz e # 
I ha 
usual, price of anc? Music '»3& _ce?u per piece; 
Ll'usrc^'du^ K.tPc T.^^^ie'res^old^nd^th^lorgy'discount^mndo 
to dealers. Tim'opportunity w ill not occur again. 
M . F . 
J o n e s ate C o ., B o x 3 0 3 0 , B o s to n , M a s s . 
wy25 
2t 
K I D N E Y i W O R T , 
IF 


TjDp e r s q u a re —I . A g e n u s ol p la n ts ; 2. C ertain 
V" “ 
_ I.___* — L Mn ..Kl sew. • A 
A ti, an Ll ll VSS n T 
L, rm er » u u « » ^ “ i-v *' -----« 
, 
a n im a ls; 3. W ash es of a b rew ery ; 4. A m e a su re of 
b in d ; o. O ne w ho co v ers th in ly w ith so m e th in g 
s c a tte re d : 6. To v in d ic a te . 
L e ft sq u a re —3. A g ra m m a tic a l fig u re ; 2. T h in g s 
In a d d itio n ; 3. P a rts in c irc u la tio n ; 4. To clean se 
th e b o tto m o f (n a u t.); 5. A sto n e, m a rb le o r c a s t­ 
iro n p la te fo r s h a p in g w o rk w hen b lo w n ; 6. To 
v in d ic a te . 
„ 
, 
_ 
C e n tre —3. To v in d ic a te ; 2. A s e a fo w l; 3. M il­ 
ita ry clo ak s: 4. A sm all tu b e rc le on Hie g u m s; 5. 
A ca p e a n d s e a p o rt of Ita ly (B ijou); 6. A ca n to n 
o l S w itze rlan d . 
I o w er s q u a re —3. A c a n to n of S w itze rlan d ; 2. 
P e rta in in g to tb e e a rlie s t p a r t o f th e te rtia ry 
p erio d ; 3. F a ils; 4. A fla t-b raiiled c o rd ; 6. lh ire ; 
6. B u ilt a sn u g resid e n ce. 
R ig h t sq u a re — 3. A c a n to n of S w itze rlan d ; 2. 
P e rta in in g to a c e rta in an im al; 3. A to w n of 
K u rsli, R u ssia (B ijo u ); 4. O ne of th e sam e k in d ; 
5. To be fix ed ; 6. M ore fa m ilia r. 
N a tic k , M ass. 
M is t iq c e . 


SOLUTIONS AND PRIZE-WINNERS IN YOUR WEEKS 


S o lu tio n o f P o s i tio n M o. 9 3 7 . 
BY JO H N A R M O U R . 
21 
“ 5 
2 4 ..2 7 
7 . . l l 
2 7 ..3 1 
2 5 ..3 0 
T i ' ' l 8 
2 .. 7 
2 7 ..2 4 
1 5 ..1 9 
W . will*. 
IO 
7 
2 7 ..3 1 
l l . .3 5 
3 1 ..2 6 
1 8 ..2 3 
2 6 ..3 0 
2 4 ..2 7 
1 9 ..2 4 
? 
2 
3 1 ..2 7 
3 0 ..2 5 
2 6 ..3 1 


A n s w e r s t o C o r r e s p o n d e n ts . 
B, J . H 
rn, C hicago, 111 .-E n d g am e rece iv ed , 
a n d w ill be p u b lish e d soon; th a n k s. 
j r , j- 
t, D e tro it, M ich.—Y our sub. receiv ed 
a n d h a n d e d to th e e d ito r; a c c e p t th a n k s fo r good 
o p in io n a b o u t me. 
C; T. E 
n, T re n to n , N. J . —I . Y es; w ill see lf 
I c a n g e t it to r you. 
2. T be A. C. P . is sev en ty - 
five c e n ts , p o st-p aid . 
3. 7 . . l l is th e only m ove 
to draw . 
q-poe. s 
rn, M an ch ester, B u g .— F a v o r r e ­ 
ce iv ed ; th a n k s fo r sam e. 
C. k 
y, N ew Y o rk C ity—I w ill co m p ly w ith 
y o u r re q u e s t. 
___________ 


C h e e k e r M ew s. 
Mr. P . P . Cain’s latest scores with tbe players of 
New York are as follows: 
C a in ................ 6 d o u s e r ................. I D ra w n .......... 3 
» a i n .................IG D tv ie .....................1 6 D ra w n ......... . l l 
C a in .................12 D e C o n .................. 3 D raw n 
7 
C a ln ................ 6 I r w i n .................... 0 D ra w n ........... 6 
C a ln ................ 3 K elly ...................... 2 D ra w n ........... 6 
C a in ................ 6 P ie rc e ....................19 D ra w n ........... 8 
C a in ............... 3 S c h a e fe r.............. 3 D ra w n ........... 4 


Totals...4 4 
4 3 
4 6 
The interest in checkers in Boston is increasing 


a d w e n t to tied, d e c la rin g be w as all b ro k en o u t 
w ith th e p la g u e. V a rio u s d o c to rs w ere su m m o n ed 
b u t n o n e re s p o n d e d F in ally a d o c to r wa* secu red 
t o w hom th e p a tie n t s ta te d m e c ise, re m a rk in g : 
* 
d o n 't c a re w h e th e r vou th in k I h av e g o t it or 
n o t. 
I k n o w I h av e. 
Y ou k ee p fo lk s aw ay .” 
H e 
has’n o t b ee n tro u b le d as yet. 
A frie n d o f M rs. D av id B. A n a e rso n of M an­ 
et,ea ter N. IL , h as sh o w n us a c u rio sity in th e 
shane or p ie ce of o rd in a ry bed tic k in g , w iden 
carne fro m a fe a th e r bed w h ich h a d b een in use 
fn r f lf tv y e a rs o r so. 
T he fe a th e r m o th s h ad been 
s t w o rk u p o n th e in s id e o f th e tic k in g an d h ad 
tra n sfo rm e d it fro m th e p ro saic b lu e a n d w h ite 
m a te ria l to so m e th in g re se m b lin g velvet. 
T be 
pnior is u n ifo rm , a s o rt oi m ouse color, an d th e 
m a te ria l is o f » w o n d erfu lly d ow ny fe e lin g to th e 
vY nether th e m o th s h ad do n e th is by 
w eav in g in th e dow n fro m th e fe a th e rs , o r w h a t 
th e p ro cess w as, w# a re u n a b le to B ay .-[L o w ell 
Tim es. 


OR THE PERMANENT CURE OF 
CONSTIPATION. 
N o o th er disease is so p rev alen t in th is coun­ 
try as C onstipation, a n d no rem edy has ever! 
en nailed th o celebrated K idney-W ort os a 
cure. W hatever th e cause, how ever obstinate 
th# cose, propor use o f th is rem edy w ill 
overcome it. 
f u lfil E T O 
T H IS distressing com 
^ H L a E s i S s p la in t is v ery a p t to ba 
oomplieated w ith constipation. K idney-W ort 
strengthens th e we -e^ed p a rts an d quickly 
cures all k inds o f Piles even w hen physicians 
and medicines have before a ile d . 
RTPIX you h av e cith er of thcso troubles 
r u s e — 
— 


YOU 
WANT GOOD SITUATIONS, 
IF YOU WANT RELIABLE HELP. 
IF YOU WANT SUMMER BOARDERS, 
CALL OR W R ITE, 
The V. E. A. C flb\ 19 Winter Street. 
Cooks and girls for general housew ork can tMways 
secure good situations, w ith wages from gd to So i>et 
— 
’ ' 
w eek. 
bend stam p to en*tire reply. 
» „ ,t IM O K I* H I M B C A T IN G 
A T reatise on th e ir LM I lilt* 
speedy cure SEN T VREE. Dr. J . 0 . 
Hoffman, P.O.Box 138. Chlcago.IlL 
w y ly VU 
L O V E ” 


R I D N E Y ; W 
O R T * 


A S K y o u r J e w e l e r f o r T H E 
LANCASTER 
WATCH 
Lancaster 
Ii& fit B 
Lancaster» 
Watch Co. 
w■ INI I w 
l i 
Penna. 
Sixteen (16) Oracles. 
Al! O uick-T raln R ailroad W atch es. 
a p i i lm o ___________________ _____________ ___ 
A G E N T S ! 
A G E N T S ! 
A G E N T S * 
GEN. DODGES* bran’ new book, ju tt jnim hed, entitled 
T H IR TY -T H R E E Y EA R S A H C IHI 


Hold 
your 
breath 
till you 
Bee the 
new com ­ 
ic cards, 
“ I’M 
IN 
LO VE” 
— o — 


By the 
the sam* 
wonder. 
fill facial 
artist (baa 
sat for th* 
“ D a d d y ” 
pictures. , 


OUR WILD INDIANS 
11 
, 
, 
_ , 
smit 
Tntroillirtlfin ID 


Send lie . (stamps) for the “ L o v e ” c a rd s , 
-j 
SAMMIS & LA TH A M , Publishers, 
79 NASSAU ST., N. Y. 


C|. t il in t h e W o r k s h o p. — T o do good w ork 
th e m e c h a n ic m u s t h av e good h e a lth , 
lf lo n g 
hour* o f co n fin em en t in close room * h av e en fee b led 
hi* h a n d o r d im m ed h is Bight, le t him a t once. 
a n d b e fo re so m e o rg a n ic tro u b le ap p e a rs, ta k e 
p le n ty o f H o p B itte rs. 
H is sy stem w ill be re- 
lu v e n a te d , b is n erv es s tre n g th e n e d , h is s ig h t 
b eco m e c le a r, an d tb e w hole c o n s titu tio n be b u ilt 
u p to a h ig h e r w o rk in g co n d itio n . 


Prize*. 
T h e W e e k l y G l o b e s ix m o n th s fo r b ra t com ­ 
p le te list. 
. 
_ 
. 
T h e W e e k l y G l o b e th re e m o n th s fo r 
n e x t 
b e s t list. 
, _ , 
A ccepted G r l * t * . 
M Y S T IQ U E —G reek cro ss an d co m p o u n d sq u are. 
S P H IN X —R ebus. J E S S E O V E R L O C K -R e v ersed 
rh o m b o id a n d p y ra m id . 
JE N N IE M AY—S q u are 
a u d N u m erical, 
M A B E L —S q u are. 
Frize-W inner*. 
1. N o t w on. 
_ 
2. O. P o ssu m , N ew H av en , C onn. 
No. 8 3 9 . L o u is H. F re n c h , A ndover, N. H. 
T b e fo llo w in g s e n t c o rre c t so lu tio n s to th e 
“ G ris t M ill” o f A p ril 4 : 
O. P o ssu m , L ouis H . F re n c h , O liv e Mogge, M aud 
L v u n . TTC b er, I. I. G o u ld , M abel, S ad ie M. S 
G eo rg e W a rre n , M y rtle. L. K. V a lo r, a n d Tim . 
C h a f f . 
A th ir te e n le tte r d ia m o n d o f “ p u re s t ray s eren e” 
h a s a t lo s t m a d e its a p p e a ra n c e in S alm ag u n d i, 
a n d th e h ig h e s t p ra ise m u s t be acco rd ed its com ­ 
poser. T h e G en eral, o f F o r t C oncho, Texas. 
A# 
M aud L y n n e says, th e clim a x h as a t la st been 
re a c h e d , a n d th is first p e rfe c t th irte e n -le tte r dis* 
tum id is “ a th in g of b e a u ty an d a jo y fo re v e r.” 
F o r th e b e n e fit of th o s e w ho d o n o t h av e th e 
p le a su re of se e in g M aud L y n n e’s S alm ag u n d i w e 
re p rin t “ T h e C lim ax D ia m o n d ” below. 
C 
C O D 
C O N E D 
k 
e 
n 
t 
l 
e 
s 
c E N T K I C A L 
C O N T R A T E N O R 
C O N T R A V E N T I O N 
D E L I T E S C E N T 
D E C E N C I E S 
S A N T E E S 
l 
o 
i 
n 
s 
R O T 
N 


la the granrhxt chance ever offered to you. Introduction by 
GEN. SII EUM \ N. This Snvrrhly Illustrated, 
Thrilling work outsells nil others IO to I .and ‘.8 


Executive Territarv an d t-.rtra perms lo veil. 
to A. D- W O il T h i n UTUN A CO., H artford, Conn. 
a p t ly 
IH I P l A M O M D 
DYES. 


Your Own?" 


iv t h e m o th e r is feeb le It is im p o ssib le th a t h e r 
c h ild re n sh o u ld be stro n g , 
l.y d ia E. P in k h a m ’s 
V eg e ta b le co m p o u n d is a p e rfe c t specific in all 
c h ro n ic d isea se s o f th e sex u al sy ste m of w om en. 
S end to M rs. L y d ia E. P iu k h a m f 2 2 3 W e ste rn av e­ 
n u e , L y n n , M ass., to r p am p lets. __________________ 


D IE D . 


C A R TER .—In E ast B oston, 23d in st., A ugusta B. 
C a r t e r . 78 years l l m ouths 4 days. 
C H A S E —Lu th is city, 23d in st., C ecelia C hase, 42 


yeD U N 8 T A N .-In th is city, 23d Inst., M ichael W. 


U i n c U h OH ^Ua- I u Philadelphia, P enn., 12th inst., 
P hilip only son of Philip (naval co n stru cto r U. 8. N.) 
and .Jennie M. R ichboro, I yeat 9 m onths 23 days. 


I O bituary notices, including oriytna poetry, Will bein- 
w le d in (hi* column ut JHX centibar tine. I 


» 
- * T h e Sim plest, C h e a p e s t , 
S trongest a u d m ort b rillian t 
D yes ev e r rr ade. One IO cent 
w > 
C 
package w i l l c o l o r m ere 
Beode Gum an y 15 o r 2 5 ct.d y o oversold. S i pope ar 
colera. Ariy one can color an y fabric o r fancy article. 
8end fbr color w anted and be convinced. la n c jr cards, 


3 0 D A Y S ’ T R IA L FREE! 
We send free on 30 days’ trial O r. D y e ’* K le c tr o - 
Y oi lin e H e ll * aud o t h e r E l M l r l i ' A p p lia n c e s 
T P M E M suffering from N e r v o u s n o b i l i t y ,L o s t 
V it a l i t y and l4.iutif-.-tl T r o u b le * . Also for K lie u - 
n iu ti-in . L iv e r 
and 
K id >ey T r o u b le * , an a 
m a n y o t h e r d is e a s e * . 
Speedy cures guaranteed. 
Illu strate d P am phlet free. A ddress 
V O I .T A 1 C B E L T L O ., M a r s h a l l , H i c h . 
w y26t d21 


Cards, 
Labels, 
) Ac. 
Press $3, 
_ _ 
_ 
_ 
J Larger Size 88. 
13 o th er sizes. For business, pleas­ 
ure, old or young. E verything easy 
t.v printed instructions. Send 3 
I stam ps for C atalogue of I resses, 
| Type, Cards. Ac., to th e factory. 
K else y &o Co., M e iid e n . C o n n . 
wyeow2(St iii 
_ 
I YOU 


Agent’s boomlet# Sample Book,l i a r . .Great var et* 
Advertising and H url.Edge Cards. Diwest prices todealeW 
and D e te n t IOO Samples Fancy Ad err Him g Cards, 50*5, 
STEVENS BBOS.- Box 38. North lord. Gt*_ 
RICH, RARE AND RACY. 
L ove S cenes. 
F u ll P a c k of 25 H ig h ly C olored, b y 
m ail 
se c u re fro m o b se rv a tio n , 2 5 c.; 3 l a c k s 50o« 
S ta r P u b lis h in g Co., B ox 717, -New H aven. Conn.^ 


IOO 
PER CENT. TO GARO AGENTS 
S ellin g o u r C ards. 
S am p les a u d fu ll p a rtic u la rs w ith 
o u r N ew M am m o th P re m iu m L ist fo r 1882 P R E E . 
S en d 3 cts. to r p o stag e. R o y al C ard c o ., N o rtW o rd ^ C t, 


KNOTT THE FUTURE t 
f. L. f.ldartio#*. th# Groat tips 


3 0 Cl#. , T*I»U OK-. — # -1 — 
— -I . 
and look of h»ir, *##d # ##wmi pntwrt of 
tour futon )m*b##d or orif#. 
coil# predicted. 
fr Tot *#D#fl#d.,Ad'lr*iH. Prof. h .t» y 
T IK IS . IO Mw*'J Pue#, bonbon. Mam. 
ap38w ytoet31 


W ord H ost. 
T h e g re a t su ccess w h ich a tte n d e d o u r w o rd 
b u n t o f D ecem b er has in d u c e d us to o ffer a n o th e r 


a r r a y o f s u b s ta n tia l p rizes fo r th i* m o n th * com - 
fie ritio n . an il w e tr u s t th a t th e h u n te rs w ill av ail 
th o mseYves of tb e o p p o rtu n ity to try fo r th e 
F o r th e th re e la rg e s t lists o f w ords 
fu n n e d fro m th e w ord B A C H E L O R w e w ill aw a rd 
th e fo llo w in g p rizes; 
1. F iv e d o llars. 
2. T h ree d o llars. 
3 . O ne d o llar. 
CONDITIONS. 
, _ 
t 
I O nly su ch w o rd s fo u n d in th e b o d y o f “ W eb­ 
s te r’s U n a b rid g e d D ic tio n a ry ’ w ill b e allow ed. 
2. N o le tte r m u s t be u sed m o re th a n one# in a 


W ^ A b b reviation s, biographical, g eo g rap h ical, 
p ro p e r n am es, n ic k n a m e s an d p lu ra ls are n o t 


a l4 WA ?rlists o f w ord* m in t b e a rra n g e u in a lp h a ­ 
b e tic a l o rd e r, a n d in v e rtic a l lines. 
5. L ist# sh o u ld be w ritte n o s woo sid e o f th # 


A gents w onted. *5 n Day m ade 
selling our NEW HOUSEHOLD 
A UT ICKES and FAM ILY SCALE. 
W eighs up to V6 lbs. 
bells a t # 1 .5 0 . 
bOttXSTlC SCALX Co., C iaciauali. 0 . 
w y 3 9 t a u 2 4 


T u n n e 
B v s e n d in g 3 5c. m oney 
r + 0 c postage 
t lU U h C 
stam p s, w ith age yon w i 1 -ecelve by re ­ 
tu rn m ail a c o rre c t p ictu re of y o u r in 
to re h u sb a n d or w ile, w ith n a m e an d 
d a te of ra a rrl 
FOR 
I age. 
A d d ress W FO X. 
iv ille , N. Y. w y ly * m y25 
YOURSELF ! Box 28 s u ito n V 
____ __________ 
RE D - H O T S C E N ES. 
F o r g e n ts o n ly ; o n e p a c k 25 fo r 2 5 c .; 3 p a c k s 50c. 
S ta r N o v elty Co., B ox 717, N ew H av en , C o n t t ^ ^ 


et S T E E L P L A T E *fc P E A R L C H R O - 
, ) m o CA K O S (h a lf e ach ) n a m e o n .10c.; 14 p a c k # 
, B VKI I A n u n I u u ii e a rn ' n» iu « uii,»yv.i - - e~ 
$ 1 ; $ 5 0 g iv e n to b e st a g e n t. F u ll p a rtic u la rs w ith h rs* 
o rd e r. N a t i o n a l C a r d W o r k s , N ew H av en , C o n n . 


e n l,a rg e H an d so m e C h ro m o P a ra s ,n a m e o u .lO c. N ew 
O U a n d A rtis tic d esig n s, a c k n o w led g e d b est p ack so ld . 
A lb u m of S am p les 25y. 
FAV. A u stin . F a ir h a v e n . C t. 


BLANK 
T h e c h e a p e s t h o u se in U .S. IO sam p le c a rd s ; 
p ric e 3c, VV. H . S te a d m a n , M ifliin cb u rg , l a 
w y lt 
m y . 


O 4k L ovely C h ro m o s, n a m e o n , I O L o w G ato s 5 
, 3 0 fe m a le b e a u tie s, a ll 10c. O . A. B R A IN A R D , 
H ig g a n u m , C t. 
w y o t m jr* 
50 


A ll'c h ro m o s .e le g a n t d e s i g n s .B o u q u e t,G ood L u c k 
A c .,n a m e o n ,in c ase,10c. E .H .1 a r d e e Tm |r H a w 
k I 


50 
G e n u in e F re n c h C h ro m o s.im p o rte d d e s ig n s ,u p s 
a lik e , w ith n a m e , 10c. W in slo w & Co., M erid en , CU 


the biggest Thing out 'ikskst* 
(new) 
E N A SO N & CO.. I l l N assau S t.. N ew Y o rk . 
w y 6 teo w f22 


A g en ts w a n te d 
S ells rap id ly . 
B artlett lars/ree 
d l ly w y 
C H S '] 5 0 


„ S.M. s p e n c e r. 
f e l m W o s h ’nst, 
bouton, Mass. 


NIGHT SCENES 
R ic h a n d v e rv ra re . 16 fo r 25c., 
7 fo r lo c ., by m all; sta m p s 


f2 8 
I S t 
_____________________ 
— 
C hoice C h ro m o C ard s, o r 5 “ H lfg a n t N ew ^ b r * 
m o s.n am e on.lO c. C ro w n P rtg .C o ..N m rth fo rd .C E 
70 


50 


B eautlfulC hrom oC ardB .nam eon.10c. IO P*C ks« 
A g ts.S au ip leB o o k sg l.b to rC ard C o .C U u to u v U leU I 


r S i All gold. silv e r, sh ell, m o tto a n d floral c h ro m a 
D U c a rd s, in b e a u tifu l c o lo rs.w ith n a m e .lOi .A g en ts 
sa m p le b o o k 2 5c. Sta r P rin tin g Co.. N o rth fo rd . C onn 


, i v L a r g e 1 b ro m o C ard V .feath ers.h a n d s w ith a \ l n * 
4 0 J 5 S U -P * * . u r n . 


5 0 
Chromo, Shells, Comic. Roses. Bored!*.*®- £ ” 92“ 
name on,in case.lOe. Potter A CO.,Montowe8ALW 


tak en . W. S izer,N ew H av en ,Ct. 
w v26t 
f l 
ii All Chrom os, eleg an t d esig n s, ®umiu «*i9 Ha v'en .()fc 
c .; nam e on, la case,lo c. K H .B ardee .F ^ H a V e r n ia , 


50 
L ithographed chrom o cards, no 8 ^ ^ f o r d ^ c j 
rn fancy ti ne. 
Conn. C aid Co., N o r th i^ a ^ ta . 


I IL 


